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PREFACE 


The spectrum of the sun was first observed, in 1606, by- 
Newton, who allowed light coming from a small round open- 
ing in a shutter to pass through a glass prism. This spectrum 
was most impure ; and a pure spectrum was not obtained until, 
in 1802, Wollaston repeated Newton's experiment, replacing the 
round opening by a slit parallel to the edge of the prism. He 
observed several dark lines crossing the spectrum, which limit- 
ed, as he thought, the different spectral colors. Ilis descrip- 
tion of this discovery is given at the end of this volume. 

Working independently of Wollaston, Fraunhofer, in 1814, 
rediscovered the lines in the solar spectrum, which now bear 
his name. He at first used a slit and prism ; but, later, he dis- 
covered that the same phenomena could be obtained by means 
of gratings made up of wires or ruled on glass. The papers of 
Fraunhofer in which he describes these results are printed in 
full in this volume. The great merit of Fraunhofer's work is 
the systematic, logical method by which he proceeds from in- 
vestigation to investigation. 

The most important contributions of Fraunhofer to the 
science of Spectrum Analysis are : 

1. The application of the objective prism to the study of 
spectra of the sun, the stars, flames, etc. 

2. The discovery of the principle of plane gratings. 

3. The discussion of the effect upon spectra of 

a. Periodic errors in the ruling of gratings. 

1. The shape of the groove. 

c. The relative widths of opaque and open spaces. 

4. The first measurements of the wave-lengths of various 
solar lines. 
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5. The discovery of the agreement in wave-length of lines in 
the spectra of flames and of certain stars with those in the 
solar spectrum. 

All modern work in spectroscopy is based upon that of 
Fraunhofer, and a brief bibliography of the most important 
contributions is appended to this volume. 



GENERAL CONTENTS 


PA 

Preface 

Determination of the Refractive and the Dispersive Power of Different 
Kinds of Glass with Reference to the Perfecting of Achromatic 

Telescopes 

New Modification of Light by the Reciprocal Influence and Di (Trac- 
tion of the Rays, and the Laws of this Modification : 

Short Account of the Results of New Experiments on the Laws of Light, 

and their Theory I 

Biographical Sketch of Fraunhofer < 

Wollaston’s Discovery of the Fixed Lines < 

Bibliography < 

Index < 



Determination of the Refractive and the Dii 
Power of Different Kinds of Glass, with Refe 
to tiie Perfecting of Achromatic Telescoj 

Denkschriften der kowiglichen Akadcmie der Wissenschaften zu Mi 
pp. 1 93-220, 1817. 

Schumacher’s Adronomische Abhandlungen, Heft II., pp. 13- 
Edinburgh Philosophical Journal, IX., X., 1823, 1824. 


CONTENTS 


Object and Method. (Omitted) 

Fixed Bands in Flame- Spectra 

Apparatus . ( Omitted . ) 

Use of Sunlight 

Discovery of Fixed Lines 

Description and Discussion 

Indices of Infraction for Different Lines. (Omitted.) 
Achromatism. ( Omitted . ) 

Spectra of Venus and Sirius 

Spectrum of Electric Light and Flames 



{Introduction is omii/ed.] 

■It would be most advantageous if one could measure for 
every kind of glass the dispersion for every color ; but the dif- 
ferent colors in the spectrum have no definite limits., and so this 
cannot be determined, immediately from the color-image. The 
uncertainty is so great that the experiments are useless. It 
could be done more exactly if colored pieces of glass or colored, 
liquids could be found which would transmit light of only one 
color— c.//., one which transmitted only blue, another only red, 
etc.; but I. have not boon, so fortunate as to discover any such 
siibsta.nc.es. With all 1. tried, the white light which was trans- 
mitted was broken up into all colors, the only difference being 
that the particular color which the glass or the liquid had was 
the strongest in the speed rum. ( Colored flames, also, which, are 
obtained by the combustion of alcohol, sulphur, etc., do not 
give in their spectra homogeneous light which, corresponds to 
their color ; yet with these, as well as with oil and tallow light, 
and in general with light of all flames, I found in the spectra a 
bright, sharply defined streak in the region between the red 
and the green, whic.li is in exactly the same position in all the 
spectra, and which will be most useful in what follows. This 
bright hand appears to bo formed by rays which are not dis- 
persed further by the prism, and. a, re therefore homogeneous. 
There is a similar streak in the green, which is, however, not 
so well defined and is much more feeble, so that in some cases 
it is recognized with difliculty ; on this account it cannot he 
of much service. 

I The experiments on the dispersion of various prisms are 
am Hied. | 

In order to determine more accurately the refraction of the 
different colored beams, partly also to set 1 , if the action of the 
refracting medium was the same on sunlight as on artificial 
light, 1 devised an apparatus which could be used with sunlight, 
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Just as the one before described was with lamplight. This 
was soon seen to be superfluous. 

In the window-shutter of a darkened room I made a narrow 
opening — about 15 seconds broad and 36 minutes high — and 
through this I allowed sunlight to fall on a prism of flint-glass 
which stood upon the theodolite described before. [The dimen- 
sions are not given.] The theodolite was 24 feet from the win- 
dow, and the angle of the prism was about 60°. The prism was 
so placed in front of the objective of the theodolite-telescope 
that the angle of incidence of the light was equal to the angle 
at which the beam emerged. I wished to see if in the color- 
image from sunlight there was a bright band similar to that ob- 
served in the color-image of lamplight. But instead of this I 
saw with the telescope an almost countless number of strong 
and weak vertical lines, which are, however, darker than the 
rest of the color-image ; some appeared to be almost perfectly 
black. If the prism was turned so as to increase the angle of 
incidence, these lines vanished; they disappear also if the angle 
of incidence is made smaller. For increased angle of incidence, 
however, these lines become visible again if the telescope is 
made shorter ; while, for a smaller angle of incidence, the eye- 
piece must be drawn out considerably in order to make the lines 
reappear. If the eye-piece was so placed that the lines in the 
red portion of the color-image could be plainly seen, then, in 
order to see the lines in the violet portion, it must be pushed in 
slightly. If the opening through which the light entered was 
made broader, the fine lines ceased to be clearly seen, and 
vanished entirely if the opening was made 40 seconds wide. 
If the opening was made 1 minute wide, even the broad lines 
could not be seen plainly. The distances apart of the lines, 
and all their relations to each other, remained unchanged, both 
when the width of the opening in the window-shutter was al- 
tered and when the distance of the theodolite from the opening 
was changed. The prism could be of any kind of refractive 
material, and its angle might be large or small; yet the lines 
remained always visible, and only in proportion to the size of 
the color-image did they become stronger or weaker, and there- 
fore were observed more easily or with more difficulty. 

The relations of these lines and streaks among themselves 
appeared to be the same with every refracting substance ; so 
that, for instance, one particular band is found in every case 
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only in tlic blue; another is found only in the red; and one 
can, therefore, at once recognize which line lie is observing. 
These lines can be recognized also in the spectra formed by 
both the ordinary and the extraordinary rays of Iceland spar. 
The strongest lines do not in any way mark the limits of the 
various colors ; there is almost always the same color on both 
sides of a line, aud the passage from one color into another 
cannot be noted. 

With reference to these lines the color-image is as shown in 
Fig. 5. It is, however, impossible to show on this scale all the 
lines and their intensities. (The red end of the color-image is 
in the neighborhood of A ; the violet end is near I.) It is, how- 
ever, impossible to set a definite limit at either end, although it 
is easier at the red than at the violet. Direct sunlight, or sun- 
light reflected by a mirror, seems to have its limits, on the one 
hand, somewhere between G and II ; on the other, at B; yet with, 
sunlight of great intensity the color-image becomes half again 
as long. In order, however, to see this great spreading-out of 
the spectrum, the light from the space between 0 and O- must 
be prevented from entering the eye, because the impression 
which the light from the extremities of the color-image makes 
upon the eye is very weak, and is destroyed by the rest of the 
light. At A there is easily recognized a sharply defined line ; 
yet this is not the limit of the red color, for it proceeds much 
beyond. At a there are heaped together many lines which form 
a band; B is sharply defined and is of noticeable thickness. In 
the space between B and CJ there can be counted 9 very line, 
sharply defined linos. The line 0 is of considerable strength, 
and, like B, is very black. In the space between 0 and I) there 
can be counted 30 very line linos; but these (with two excep- 
tions), like those between B and 0, can bo plainly seen only 
with strong magnification or with prisms which have great dis- 
persion ; they are, moreover, very sharply defined. I) consists of 
two strong lines which are separated by a bright line. Between 
D and E there can bo counted some SI lines of varying inten- 
sities. E itself consists of several lines, of which the one in 
the middle is somewhat stronger than the rest;. Between E 
and h arc about 24 lines. At b there are 3 very strong lines, 
two of which are separated by only a narrow bright line ; they 
are among the strongest lines in the spectrum. In the space 
between b and F there can be conn tod about 52 lines; F is 
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fairly strong. Between F and Gr there are about 185 lines of 
different strengths. At Gr there are massed together many 
lines, among which several are distinguished by their intensity. 
In the space between Gr and H there are about 190 lines, whose 
intensities differ greatly. The two bands at FI are most re- 
markable ; they are almost exactly equal, and each consists of 
many lines; in the middle of each there is a strong line which 
is very black. From II to I the lines are equally numerous. 
In the space between B and II there can be counted, therefore, 
about 514 lines, of which only the strong ones appear on the 
drawing. The distances apart of the strongest lines were meas- 
ured by the theodolite and transferred according to scale 
directly to the drawing ; the weak lines, however, were drawn 
in, without exact measurement, simply as they were seen in 
the color-image. 

I have convinced myself by many experiments and by vary- 
ing the methods that these lines and bands are due to the nat- 
ure of sunlight, and do not arise from diffraction, illusion, etc. 
If light from a lamp is allowed to pass through the same nar- 
row opening in the window-shutter, none of these' lines are ob- 
served, only the bright line R Referred to before], which, how- 
ever, comes exactly in the same place as the line D (Fig. 5), so 
that the indices of refraction of the rays D and R are the same. 
The reason why the lines fade aw r ay, or even entirely vanish, 
when the opening at the window is made too wide is not diffi- 
cult to give. The stronger lines have a width of from five to 
ten seconds ; so, if the opening of the window is not so narrow 
that the light which passes through can be regarded as belong- 
ing to one ray, or if the angular width of the opening is much 
more than that of the line, the image of one and the same line 
is repeated several times side by side, and consequently be- 
comes indistinct, or vanishes entirely if the opening is made 
too wide. The reason why the lines and bands are not seen 
when the prism is turned, unless the telescope is made shorter 
or longer, will be seen from the following considerations : 

It is only when rays fall upon a prism in such a way that the 
angle of incidence equals that of emergence that they proceed, 
so far as divergence is concerned, just as they fall upon the 
prism; if the angle of incidence is greater, the rays, after re- 
fraction through the prism, diverge from a more remote point ; 
if the angle is smaller, the rays diverge from a nearer point! 
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The reason is that the rays which pass through near the edge 
of the prism have a shorter path through the prism to traverse 
than those which pass through farther from the edge. This 
does not change, it is true., the angle of the refracted rays ; but 
the sides of: the triangle for the emerging rays become greater 
in the one case, less in the other. This difference should van- 
ish when the rays fall upon the prism parallel to each other, 
which is in accord with experiment. Since the violet rays 
through the objective of the theodolite telescope have a shorter 
focal length than the red rays, it is evident why the eye-piece 
must bo displaced in order to sec plainly the lines in the differ- 
ent colors. 

Since the lines and hands in the color-image have only a very 
small width, it is evident that the apparatus must ho most per- 
fect in order to avoid all aberrations which could make the lines 
indistinct or entirely scatter them. The faces of the prism 
must therefore be perfectly plane. The glass to be used in 
such prisms should bo entirely free from waves and streaks ; 
with English flint-glass, which is never free from streaks, only 
the stronger lines are seen. Common glass and English crown- 
glass contain many streaks, even if they are not visible to 
the naked eye. If one does not possess a prism of perfect 
Hint-glass, it is better to choose a fluid which has a great disper- 
sive power— c. //., aniseed oil— in order to see the lines ; yet in 
this case the prismatic vessel must have faces which are per- 
fectly plane parallel. With all prisms the faces should make 
an angle of 00°, or nearly so, with the base ; this must he 
placed horizontal, in front of the telescope, if the axis of the 
latter is horizontal. The narrow opening through which the 
light enters must be exactly vortical, etc. It is easy to under- 
stand why the lines become indistinct if one or the other of 
these precautions is neglected. 

Since the lines and hands arc seen in the color- imago of 
every refracting medium of uniform density, 1 have used them 
in order to measure the refraction of a medium for each colored 
ray; and this could bo done with great accuracy, because the 
majority of the lines are sharply defined. Since with refract- 
ing media which have feeble dispersion, or with prisms of 
small angles it is only with dillieuUy that the line lines can be 
recognized, even with strong magnification, l selected in these 
experiments, for all refracting media, the stronger lines, 
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B, 0, D, E, F, G, and H. The lines at b I did not take, because 
it is too near F; and I tried to come more in the middle be- 
tween D and F. Since the eye-piece must be displaced in or- 
der to see distinctly the lines in the different colors, no large 
arcs such as BIf could be measured, only the small ones such, as 
BO, CD, etc. 

[Ten pages, containing descriptions of experiments on differ- 
ent kinds of glass , are omitted . ] 

On seeing the number of lines and bands in the spectrum of 
sunlight, one can perhaps with difficulty avoid the conjecture 
that diffraction at the narrow opening in the window-shutter 
has something to do with these lines, although the experiments 
which have been described do not in the least indicate this, but, 
on the contrary, refute it. Partly in order to be perfectly 
sure on this point, partly also in order to make further obser- 
vations, I changed the experiment in the following manner : 

If sunlight coming from a small round opening, 15 seconds in 
diameter, in the window-shutter is allowed to fall upon a prism 
placed in front of the theodolite telescope, it is clear that the 
color-image which is seen through the telescope can have only 
an inappreciable width, and therefore will form only a line ; in 
a colored line, however, no fine cross - lines can be seen. In 
order to see the many lines in this color-image, all that is nec- 
essary is to make the spectrum broader without altering its 
length in the least. I accomplished this by placing against the 
objective a piece of glass which was plane on one side and 
curved on the other, so as to be a portion of a cylinder of 
large diameter: The axis of the cylinder was placed parallel 
to the base of the prism; consequently, the length of the sjoec- 
trum could not be changed, and only its breadth was increased. 
With this arrangement I recognized again in the spectrum all 
the lines exactly as they are seen when the light comes through 
a long, narrow opening. 

I applied this form of apparatus at night-time to observe 
Venus directly, without making the light pass through a small 
opening; and I discovered in the spectrum of this light the 
same lines as those which appear in sunlight. Since, however, 
the light from Venus is feeble in comparison with sunlight re- 
flected from a mirror, the intensity of the violet and the ex- 
treme red rays are very weak ; and on this account even the 
stronger lines in both these colors are recognized only with 
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di Humify, bill, in the oilier colors they arc very easily distin- 
guished. I have seen the lines D, F, h 3 F perfectly defined 
(Fig. and have even recognized that h consists of two lines* 
one weak, and one strong ; but the fact that the stronger one 
itself consists of two 1 could not verify owing to lack of light. 
For the same reason the other finer lines could not be distin- 
guished satisfactorily. I have convinced myself by an approxi- 
mates measurement of the ares D F and FF that the light from 
Venus is in this respect of the same nature as sunlight. 

With this same apparatus I made observations also on the 
light of some fixed stars of the lirst. magnitude. Since, however, 
the! light of these stars is much weaker than that of V'onus., it 
is natural that the brightness of the spectrum should he much 
lass. In spite of this 1 have seen with certainty in the spec- 
trum of Sirius three broad bands which appear to have no con- 
nection with those of sunlight ; one of these hands is in the 
green, two are in the blue. In the spectra of other fixed stars 
of the first magnitude one can recognize hands ; yet these stars, 
with respect to these hands, seem to differ among themselves. 
Since the objective of the telescope has an aperture of only Id 
lines* 1 *, if is dear that these observations can he repeated with 
much greater accuracy. I intend to repeat them with suitable 
alterations, and with a larger objective, in order to induce, per- 
haps, some skilled investigator to continue the experiments. 
Such a continuation is all the more to be desired, because the 
experiments would serve at the same time for the accurate com- 
parison of the refraction of the light of the fixed stars with 
tli at of sunlight. 

The light of electricity is, with respect to these lines and 
ha, mis, markedly different from sunlight, and also from the 
light of llames. Several lines are found in the spectrum of 
this light; some are very bright, and among these one in the 
green is almost dazzlingly bright in comparison with the rest of 
the spectrum. There is another line in the orange which is 
not quite so bright; it appears to have the same color as the 
bright line in the spectrum of lamplight. If, however, the 
angle of refraction is measured, it is found that its light is 
refracted much more— about as much as the yellow rays of 
lamplight. Near the red end of the spectrum there is a line 
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which is not very bright; its light is refracted, so far as i 
could be sure, exactly the same as that <>1 the bright line of 
lamplight. In the rest of the spectrum four other lines can bo 
recognized easily. * 

If lamplight is allowed to pass through a, very narrow open- 
ing of 15 to 30 seconds’ width and then to fall upon a strongly 
dispersive prism placed in front of a telescope, it- is seen that 
the reddish-yellow bright line of this spectrum consists of two 
1 very lino bright linos which in intensity and distance apart are 
like the two dark lines I> (Fig. 5). Hut, regardless of the 
width of the slit, if the point of the (lame and the lower blue 
end are covered, and so only the brightest portion of the (lame 
exposed, the reddish-yellow lines of the spectrum appear less 
bright, and therefore are recognized with more difficulty. 
These lines, consequently, seem to he formed mainly by the 
light from the ends of the 11a me, especially by that from the 
lower one. 

In the spectrum of the light caused by the combustion of 
hydrogen and alcohol, the reddish-green line is very bright in 
comparison with the other portions. When sulphur is burned 
it is seen with great diflieulty. 

I intend to repeat these experiments which have reference to 
the perfecting of achromatic telescopes, using a new instru- 
ment by means of which I hope to obtain at least twice tin* 
accuracy. I shall be able also to make new experiments with 
this instrument for which my present one is not adapted, and 
which will be of interest perhaps for practical optics. 

In all my experiments I could, owing to lack of time, pay at- 
tention to only those matters which appeared to have a bearing 
upon practical optics. I could either not touch other questions, 
or at most not follow them very far. Since the path thus traced 
in optical experiments seems to promise to lead to interesting 
results, it is greatly to be desired that skilled investigators 
should devote attention to it. 


* In order to use the electric light I placed two conductors one half an 
inch apart, one being joined to an electrical machine, the other to the earth, 
and connected them with a fine glass fibre. The* light then appeared to 
pass continuously over the fibre, and the latter formed a tine luminous line. 
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New Modification of Light by the Mutual Influence 

and the Diffraction of the Eays, and the Laws 
of this Modification. 

All experiments in which the eye of the investigator is 
provided with good optical instruments are distinguished, as is 
well known, by a high degree of precision; and some of the 
most important discoveries could not have been made without 
these instruments. Up to the present time, in experiments on 
diffraction there has been no instrument, except a magnifying- 
glass, which could be used with profit; and this may perhaps 
be one of the reasons why in this field of physical optics we are 
so backward, and why we know so little of the laws of this 
modification of light. Since at small angles of inclination re- 
fraction and reflection of light are altered by diffraction, and 
since in many other cases diffraction plays an important part, 
which may often be unnoticed, it is most to be desired that 
these laws should be exactly known ; and this is specially so be- 
cause a knowledge of them makes the nature of light itself 
better known at the same time. 

If sunlight is admitted into a darkened room through a 
small opening and falls upon a dark screen some distance away, 
which has a narrow aperture, and if the light which passes 
through this slit is allowed to fall upon a white surface or a 
piece of ground-glass placed a short distance behind the screen, 
one sees, as is well known, that the illuminated portion of the 
white surface is larger than the narrow slit in the screen, amt 
that it has colored edges — in short, that the light through the 
slit is inflected or diffracted. The narrower the openings, so 
much the greater is the inflection. The shadow of every body 
which is placed in a beam of sunlight entering a darkened 
room through a small opening is bounded by fringes of color 
which are, moreover, for any given distance of the surface on; 
which the shadow is received, of the same size for bodies of aH 
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kinds of matter. The shadow of a narrow object, such as a 
hair, has, in addition to the outer fringes, others within the 
shadow, which change with the thickness of the hair, but in 
other respects are similar to the outer ones.* Since the colored 
fringes are very small, and since most of the light' is lost 
through absorption at the surface on which the shadow is cast,’ 
no great accuracy could be expected with the methods which 
have been used up to this time to observe diffraction phenom- 
ena ; and this is all the more true because by these methods 
it is impossible to measure the angles of inflection of the light 
which alone can make us acquainted with the laws of diffrac- 
tion. Up to the present, these angles from which the path 
of the diffracted light can be learned have been calculated from 
the dimensions of the colored bands and their distance from 
the diffracting body; but assumptions have been made which, 
as we shall see, do not agree with the truth, and which, there- 
fore, give false results. 

The number of different optical phenomena has become in 
our time so great that caution must be taken so as to avoid be- 
ing deceived, and also to refer the phenomena always to the 
simple laws. This is more necessary in the case of diffraction, 
as we shall see, than in all the other phenomena. I shall, 
therefore, report the experiments which I have made for the 
determination of the laws of diffraction of light in an order 
which is different from that in which I actually performed 
them, by which procedure many experiments become super-; 
fluous and a better understanding will be reached. 

-Diperactioit op Light through a Sihgle Opening. 

In order to receive in the eye all the light diffracted through' 
a harrow opening, and to see the phenomena strongly magni- 
’jfled; still more, in order to directly measure the inflection of 
r the light, I placed in front of the objective of a theodolite-tele- 
scope'a screen in which there was a narrow vertical opening 
: which could be made wider or narrower by means of a screw. 

: By means of a heliostat I threw sunlight into a darkened room 

All that is known on the subject of diffraction may be found in Biot’s 
‘ \Traite de Physique, Exp. et Math.,” T. 4, p. 743; and in the Gottinger 
Gmmentam, Yol, IV., p. 49. 
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through a narrow slit so that it fell upon this screen, through 
whose opening the light was therefore diffracted. I could then 
observe through the telescope the phenomena produced by the 
diffraction, magnified, and yet seen with sufficient brightness ; 
and at the same time I could measure the angles of inflection 
of the light by means of the theodolite. 

The colors which are produced by the diffraction of light 
through a single opening are arranged in an order similar to 
that of the colors of Newton's rings, which are produced by the 
contact of two slightly convex pieces of glass ; with this differ- 
ence, that with the latter a black spot is seen in the centre, 
while it is not with the former. Fig. III., Table L, will help the 
description. If the telescope of the theodolite is so adjusted 
that on removing the screen which has the diffraction-slit the 
slit at the heliostat is focused on the micrometer cross-hairs, 
and if then the screen — whose slit must be very narrow — is 
placed in front of the objective, there will be seen in the centre 
of the field a white band L l U ; and the cross-hairs will be in 
the middle of this band at K. This band becomes yellow near 
each side, and finally red. In the space L T L n there is a vivid 
color -spectrum, which is indigo near L r , then blue, green, 
yellow, and near L rr red. The color-spectrum in the space 
L ir L m is much less intense than that in I/L 11 ; the arrangement 
of its colors is as follows : Near L 11 blue, then green, yellow, and 
near L 111 red. The spectrum in the space L U1 L 1V is still weaker 
than the last ; near L m it is green ; near L 1V , red. There then 
follow a great number of spectra which grow continually weaker 
until they can be no longer distinguished, and then can be 
seen only a horizontal strip of light which is, however, stretched 
out through a great distance. The spectra just described are 
exactly the same on the two sides of K — i. e they are symmet- 
rical. The transitions from one color into another are not 
sharply defined, but imperceptible, and the same tiring is true 
of the spectra. 

The instrument with which I observed and measured the 
angles is essentially a 12-inch repeating theodolite whose ver- 
niers read to 4". In the middle of the circle and above it 
there is a plane horizontal disk 0 inches in diameter which 
turns on its axis, and whose centre lies exactly on the axis of 
the theodolite. It has its own divisions, which read, to 10". At 
the middle of this disk is placed the screen through which the 
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relative accuracy is, however, nearly the same. Within the 
limits of error, the following conclusions may be drawn from 
the table : 

With single openings of different' widths the angles of in- 
flection of the light are inversely proportional to the widths of 
the opening. 

In light diffracted through a narrow opening the distances 
from the centre to the red rays of the various spectra on both 
sides form an arithmetical series in 'which the common differ- 
ence is equal to the first term. 

It will appear from later experiments that this law holds for 
the other colored rays, and that it is true for the spectra which 
are far from the axis as well. 

In the general case, for any width of opening, measured in 
fractions of a Paris inch and designated by y, where L l , L 11 , L UI , 
etc., are the arcs for radius 1, we have : 

l 1 _ 0.0000211 

7 

L n _ 2 ° J 0000211 

~~ 7 

TI „ _ 0.0000211 , 

L IU =3. , etc. 

7 

In order to see whether the spectra which arise from dif- 
fraction consist of homogeneous light, I fastened in front of 
the eye-piece of the theodolite-telescope [£.#., between the eye- 
piece and the eye of the ob server} a small flint-glass prisin' of 
about 20°, in such a manner that the axis of the prism was 
horizontal and the edge pointed down. If, with an eye-piece 
like this, one views a homogeneous spectrum such as is obtained 
when a good prism is placed in front of the objective, the 
cross-hairs of the eye-piece will be seen in every color. If, 
however, there is no homogeneous light in the field of view, 
the horizontal thread will disappear. The explanation is not 
difficult. If the spectra produced by diffraction through a 
single opening are brought into the field, no trace of the hori- 
zontal thread is seen in the first and second spectra ; in the 
third it is just perceptible; in the fourth it is more def- 
inite, although still indistinct. This indistinctness becomes 
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gradually loss in the succeeding spectra, so that far from the 
middle of the Held the horizontal thread can be seen fairly de- 
li nod. Accordingly, the spectra near the axis consist of hon- 
homogoneous light; those farther away become more and more 
homogeneous. 

The lower horizontal red end of the first spectrum appears 
blue when viewed through the prism ; the upper blue end of 
this spectrum, however, appears red, which also proves that; 
this spectrum consists of non -homogeneous light; for in a 
spectrum formed by a prism no blue light can be produced out 
of red, nor rod from blue. Since the light is refracted through 
the eye-piece prism, and since rays arc refracted differently— 
e.g . , the blue more than the rod — it, therefore, happens that, 
when there is in the field of view a homogeneous [/.<?., pure | 
spectrum, which without the prism would he horizontal, the 
thread of the cross-hair which would have been horizontal is no 
longer so, but is lower at the end whore it points towards the 
more refrangible rays, and higher at the other; it, therefore, 
has an inclined position which may ho easily noticed. Since 
in the spectra formed by diffraction those which are far from 
the axis overlap, and since a portion of each spectrum en- 
croaches upon the one which precedes and the one which 
follows, as is apparent from the second of the above laws, the 
inclined position of the cross-hair serves to convince one of 
their existence and furnishes a method of counting them. For 
if there are several overlapping spectra in the field of view, 
there will be seen as many oblique cross-hairs as there are 
spectra. 1 shall return to this matter later. 

[77 ie ease is then discussed when, the two la dees of the screen 
forming the slit are no longer in the same plane , but one is dis- 
placed norm (dig with reference to the other. ] 

In all the above experiments the light at the hcliostat fell 
upon a narrow vortical opening, so that only one beam of 
light entered, or, in other words, so that the light apparently 
came from a luminous line. The reason for this is easily un- 
derstood ; in every other ease each beam would form its own 
spectrum, and there would be as many of these overlapping as 
there were beams. If, for instance, the light came from a lumi- 
nous surface whose angular width was greater than that of 
the spectra, it would he impossible to distinguish any spectra 
through a narrow opening in the screen ; because the rays 
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coming from the right-hand side of the luminous surface would 
produce red in the same place where the rays from the left 
side would produce blue, etc. ; and the light would be all con- 
fused, and consequently white again. Since, ho\\e\ei, light is 
diffracted by every narrow opening, one might imagine that the 
light falling upon the slit in the screen had already been mod- 
ified by diffraction at the slit near the heliostat.. Although 
this doubt disappears, either by a consideration of t he diam- 
eter of the sun or on certain other grounds, nevertheless i 
have investigated the subject experimentally. All that is 
necessary is that the light should come as if from a luminous 
line. I prepared, therefore, a lens, inches long, J inch 
wide, which was plane upon one side, and upon the other 
was a portion of a cylinder of 0.(16 inch diameter. [ Par- 
allel] light falling upon this lens proceeds after refraction 
as if it came from a line at a distance of 0.6*3 inch from 
the lens. The opening at the heliostat was made j inch wide, 
and the cylindrical lens was placed in front of it. If the 
path of the light through the lens is traced, it is seen that 
no light passing around the edge of the slit at the heliostat 
can fall upon the screen which is in front of the theodolite- 
telescope, and consequently no diffracted light can reach it. 
Using this cylindrical lens, both the spectra due to diffraction 
through a small opening and their dimensions are exactly the 
same as they were when the narrow slit was used at the heliostat. 

By means of a screen which contains a long, narrow opening, 
light is diffracted in one direction only ; by my screen this direc- 
tion was horizontal, because the opening was vertical, A screen 
containing an opening which is not narrow, hut is, for instance, 
as high as it is broad, will produce diffraction in a vertical di- 
rection also. It is easily understood that in this ease the in- 
cident light must not come from a luminous line, because the 
diffraction in a vertical direction would not be observed, for 
the same reasons as I have given above. The light must come 
through an opening at the heliostat, which is as broad as it is 
high. I, therefore, allowed the light, as a rule, to pass through 
a round opening 0.04 to 0.08 inch in diameter. If a round 
opening is used, and if the screen with a long vertical opening 
is placed in front of the theodolite-telescope, the spectra, us can 
be easily predicted, have a very small height, but in u horizon- 
tal direction they are exactly as they wore when the light 
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passed through a long vertical opening at the heliostat. There 
is seen, therefore, only a horizontal line, in which the colors al- 
ternate as described above, and which is narrower in proportion 
as the round opening at the hcliostat is made smaller. This 
opening should not be made too small, however, because if the 
light is to be diffracted in other directions also, there would 
not he sufficient brightness. 

If the light passes through a round opening at the hcliostat, 
and if there is placed in front of the theodolite-telescope a screen 
containing a rectangular opening, which has perfectly straight 
sides' and sharp corners, and which is, c.//.,as high as it is wide, 
a colored cross will be seen in the telescope, in which the colors 
alternate vertically as well as horizontally in the same way as 
they did in light diffracted by a long, narrow opening. In the 
corners of this colored cross there are seen still feebler color- 


spectra, a, b, e, d, Table 1 1. , Fig 2. f This figu re- is omit led. ] Thu 
explanation of those spectra which are seen only in the corners 
will be apparent from experiments which will be dismissed fur- 
ther on. The dimensions of the colors which form the cross are 
the same as when a long, narrow opening of the same width is 


used : viz., B 


! 0 . 00002 ! 1 T1T 0.0000211 , . ». . . 

> L lI =2. , , etc., m both a 


vertical and a horizontal direction. If the rectangular open- 
ing in the screen is not as broad as it is high, the vortical 
spectra of the cross have a different width from the horizontal 
ones; and the weak subsidiary spectra in the corners are al- 
tered accordingly. By means of a screen, then, the width of 
whose rectangular opening is less than its height, there is pro- 
duced a colored cross whose vertical arm is composed of spec- 
tra smaller than the horizontal ones, in the inverse ratio of the 
height to the width. 

I Diffraction, through a circular opening is then > discussed. | 


Mutual Action of a (Jiucat Numiuor of Diffraotud 

Bfams. 

In order to make a great number of beams, diffracted ex- 
actly alike, fall upon the whole surface of the theodolite-ob- 
jective, I stretched upon a frame a great many wires of the 
same thickness, parallel to each other and at the same dis- 
tances apart; the light was them diffracted through the inter- 
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veiling spaces. In order to bo sure Unit the wires wore exactly 
parallel and at equal distances from each other, I out on two 
opposite ends of a rectangular frame a line screw-thread, which 
had 1G9 turns, nearly, to a Paris inch ; I stretched the wires 
in the spirals of this screw, and I could then he sure that they 
were exactly parallel and at equal distances apart. 

Through a vertical opening at the heliostat, 2 inches high and 
0.01 inch wide, I directed an intense beam of sunlight upon the 
objective of the theodolite-telescope, and placed the grating at 
the middle of the theodolite-disk. The grating consisted of 
about 200 parallel wires, which wore 0.002021 inch thick and 
whose edges were 0.003802 inch apart. I took care to see that 
no light except that coming through the grating fell upon the 
objective. Since the small openings between the threads dif- 
fract the light, all the light which fell upon the objective was 
diffracted to the same extent. 1 was most surprised in ob- 
serve that the phenomena seen through the telescope when the 
grating was used were entirely different from those observed 
by diffraction through a single opening. The opening at the 
heliostat is seen exactly as it would bo through the telescope 
if the grating woro away; and at some distance from this im- 
age, on both sides, are seen a great number of colored spectra, 
which are exactly like those seen through a good prism ; they 
become longer the farther they are from the axis, but they de- 
crease in intensity. Fig. 1, Table 1., represents some of these 
spectra. In A is seen the opening at the heliostat, colorless 
and sharply defined, just as it would appear if the grating were 
removed. On both sides of A the phenomena are perfectly 
symmetrical. If the apparatus is well made, there is no liglu 
in the space All 1 . The first spectrum is in the space 1IT 1 ; 
H 1 is the violet end, O 1 the red. Thorn is no light in tin* spare 
CHI 11 . The second, spectrum is in the space lVH' n ; it is twice 
as long as the first, and the order of the colors is the same ; it 
is somewhat less intense than the first. In the space between 
C n and F IV comes the third spectrum; a portion of its violet 
rays, however, overlaps the red of the second, and the red of Mm 
third overlaps the blue of the fourth. The intensity of the 
third spectrum is again loss than that of the s(f<*ond. Red ween 
W and I) IV is the fourth spectrum, whose blue end overlaps the 
third, and whose red end overlaps the fifth spectrum. oMier 
spectra follow, which become gradually weaker, and of which 
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13 on each side of A can be counted without difficulty if the 
apparatus is perfected. One can convince himself easily of the 
existence of a still greater number ; and the only reason why 
they cannot be counted is because they become longer and 
longer, and consequently overlap more and more. 

If the eye-piece of the telescope is so focused that, if the 4 
grating were away, the opening at the heliostat would appear 
perfectly sharp, there are seen in the spectra produced by the 
grating the same lines and streaks which I discovered in the 
spectrum of sunlight produced by a good prism. * This is of 
special interest, because it makes it possible, as we shall see, to 
determine with a great degree of accuracy the laws of this 
modification of light produced by the mutual action of a great 1 
number of diffracted beams. In the drawing I have represent- 
ed in each spectrum only the strongest of these lines, those 
with which we shall have to do hereafter ; there is seen, how- 
ever, especially in the longer spectra, a great number of lines, 
exactly as with a prism. The relative intensity of the lines and 
their arrangement are the same as with a prism. It is only 
with reference to the relative spaces which in any one spec- 
trum are occupied by different colors that there is a striking 
difference between the spectra produced by the grating and the 
prism. On this account, and because with some kinds of grat- 
ings the spectra are very small, one must be well acquainted 
with the lines formed by a prism in order to know at once, 
in spectra of every size, with which bands or lines he has to do. 
This is all the more necessary because in the grating-spectra 
which are far from the axis the lines are superimposed. 

I shall call these spectra which are produced by a grating of 
parallel threads “perfect spectra of the second class ” so as to 
distinguish them from others which arise from the mutual ac- 
tion of a smaller number of beams, and in which the bands and 
lines are not seen. These spectra have different properties, and 
I shall call them “imperfect spectra of the seco?id class ” 

In order to vary the conditions of the phenomena as much as 
possible, I made gratings of wires of different thicknesses and 

* I have described them in a memoir printed in the Denkscliriften dev k. 
b. Akademie der Wmenschaften for the year 1814-15, which hears the title, 
“Determination of the refractive and dispersive power of different kinds 
of glass with reference to the perfecting of achromatic telescopes.” {This 
volume, page 2.] 
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with different spaces. For this purpose* I made a fine screw oh 
which there were nearly Tlo t urns (o the inch. 1 also drew 
parallel straight lines at equal intervals on a piece of plane 
glass covered with gold-foil, through which spectra were ob- 
tained exactly as they wore through wire gratings. 

The size of the spectra of tin* second class, which arc pro- 
duced by a grating, does not depend upon tin* width of the 
spaces nor upon the thickness of the wires, luit. only upon the 
sum of the two, or, what is the same thing, upon tin* distance 
apart of the centres of the space's. The less this distance is, 
the larger are the spectra. The liner, therefore, the screw in 
whoso grooves the thread is stretched, tin* larger is the spec- 
trum. Consequently, for these spectra of the second class it 
is entirely immaterial what tin* thickness of the wire nr the 
width of the openings is. A hair, silver wire, or gold wire 
can be stretched in the screw-threads ; tin* kind of matter is of 
no importance. Oaro must be taken, however, to have the 
thread of uniform thickness, and particularly to have it 
stretched straight in order that the openings may be of the 
same width throughout their entire length. If wire is used, 
great care must be taken in stretching if over tin* screws, be- 
cause it bends so easily. It is ditlieidt to use hairs, because 
they rarely have a uniform thickness. 

If the grooves of the screw upon which the threads an* 
wound arc somewhat largo— /.r., if the centres of the openings 
lie far apart* — the spectra are small, us noted above ; and con- 
sequently all come in a small space. If with these course 
grooves the wires are thick, and therefore the width of the 
openings are correspondingly small, one can see that w here the 
perfect spectra of the second class reuse— or, hetier, become 
weaker— another kind of spectrum begins. Thro* art* much 
longer; and the lines and hands which occur in the prismatic 
spectrum are not seen in them. They change only with the 
width of the grating- openings, and behave like spectra of 
the first class, which are produced by diffraction through a 
single narrow opening; and, therefore, I designate them hv 
L 1 , L« etc. 

Wo shall see that the spectra of the first elans are visible 
with nearly all perfect gratings regardless of whether the wires 
are wound on line or on coarse grooves. It often happens that 
some of the spectra of the first class eoiueide with the spec- 
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tra of the second class, and so modify their intensity. We 
shall see the connection between these wonderful phenomena 
from tiie experiments. 

If, when a grating is used, the prism described above in the 
case of difraction through a single opening is placed, as there 
described, in front of the eye-piece, we see that the perfect 
spectra of the second class consist of homogeneous light, and 
that beginning with the third, owing to the increase in their 
length, they overlap at the places of transition from one spec- 
trum into another. On account of the unequal refraction of 
the different colored beams through the eye-piece prism, the 
overlapping spectra will be in part separated and appear as is 
shown in Fig. 4, Table II. {This figure is omitted .] We see, 
for instance, the red end of the third spectrum at C 111 , and the 
lines which belong to this color may be definitely recognized ; 
likewise we see the violet end of the third spectrum at II 111 , 
and the lines belonging to it. The same thing is true of spec- 
tra which lie farther from the axis. Since spectra become 
longer the farther they are from the axis A, and since for an 
eye -piece prism of definite angle the height Chi [the differ- 
ence in refraction, i.e., the dispersion of C and II by the prism] 
is the same for all spectra, the slant of the upper and lower 
edges of spectra far from the centre must be less steep than 
that of those near the centre. As will be seen from the ob- 
servations, glass has an action upon rays of different color dif- 
ferent from that of a grating in air. This is the reason why 
the lower and upper edges of the spectra viewed through the 
prismatic eye-piece are seen to be non -rectilinear. The hor- 
izontal cross-hair of the micrometer is seen well defined in 
all perfect spectra of the second class, and may be used here 
also to count the number of the spectra far from the centre, 
which, on account of their great length and small inclination, 
are distinguished with difficulty, even with the eye-piece prism. 

If the light passes through a cylindrical lens at the heliostat, 
the phenomena produced by the grating remain the same as 
when the light passed through a narrow opening. 

In the experiments which follow I have used the same system 
of names for the different lilies of the spectra as I did in the 
prismatic spectrum, viz., C, D, E, F, G, II.* For the first 

* [A summary of the preceding paper is given in the note , which is omitted .] 
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spectrum I shall use the symbols ( ir , D r , E 1 , etc. ; for the sec- 
ond, C n , D n , E 11 , etc. I shall call the thickness of the wire S % 
and the width of an opening y. These quantities are given in 
terms of a Paris inch. The arithmetical mean of, e. //., U 1 , ( UI /‘>i 
C m / 3 , etc., I call 0; tluit of D\ P 11 /*, I> ln / :I , etc., {), etc. By 
means of the theodolite 1 have measured, at. least six times, tins 
angular distance of the two symmetrical speeira- for each color, 
or, more often, that of the lines named above. Since the spectrum 
lines are sharply defined, great accuracy ran be ohlained with 
perfect gratings. I give all the angles, exactly as 1 measured 
them, without any correction. The grating was always placed 
at the middle of the horizontal disk of the theodolite. All an- 
gles, e. {/-, C 1 , P 1 , E 1 , etc., are the simple distances from the 
axis A. In the products (y + 2)0, etc., I have used tin* sine of 
the angles. However, with such small angles as these it is en- 
tirely immaterial which is used, the sine or the arc.. 

Gratino No, 1. 
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i ’ iv itr 
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pm 
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[In tie following tables only the results are given. [ 
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in the lines of the spectra. However great may ho the accuracy 
of construction of the gratings, it lias its limits; and this is 
the reason why even with line gratings certain lines in. sonic 
spectra cannot be seen with such clearness as will permit their 
position to be accurately observed. This was the ease in grat- 
ing No. 1 with line B" and the lines in the fifth and following 
spectra; in No. 2, with the line C 1 and some others; in No. 
with B 1 , B 11 , etc. The lines B anti 1L are the hardest to see in 
every spectrum and with every grating; because they lie near- 
ly at the ends of the spectrum, and the intensity of their light 
is small in comparison with that of the other lines of the 
spectrum. 

The grating with which the greatest number of spectra could 
be measured with accuracy was No. 4. For some spectra I have 
used the eye-piece prism in order to determine the position of 
such lines as were covered by other spectra; these are () ni , C! IV , 
G in , IL m , which arc not visible except by means of the prism. 
On account of this mutual overlapping only those lines can be 
seen in the spectra far away from the. axis which are. contained 
in the most intense portion; this is in the neighborhood of 
the line ’E. All the spectra observed with grating No. 4 have 
peculiar properties; namely, the spectra near E vl and K vu be- 
come weaker, E vm cannot be seen, but those that follow are 
again visible; yet in each of these hist; a different color seems 
to prevail. If we calculate the location of Id for a single open- 
ing, making y 0.000549 — /. r., the distance apart, of Mm 
wires of the grating— wo find that this falls almost whore K VUI 
should be. We will see later that this is also the explanation 
of the phenomenon described. 

With grating No. f> the fourth, spectrum is almost three 
times as bright as the third. The explanation of this is to he 
sought in the fact that with this grating Id falls in the third 
spectrum. 

With grating No. (I E vn and K vm cannot ho seen. At each 
of the Eds that follow a different color prevails, ri:.* by E IX , 
blue; E x , bright blue; K XI , green; Iv X!I , yellow; and H xm , or- 
ange. For this grating Id falls in the space whore. K vu and 
E vm ought to he. The colors which are prominent in K IX , etc., 
arc, with reference to their places, those which would he seen 
in the second spectrum of the first class if the opening worn 
0.000759, which is the width of the openings of grating No. 6. 
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With grating No. 7 the third spectrum is only half as bright 
as the second. 

Since with grating No. 8 the first spectrum occupies a space 
of about two minutes, the lines cannot be seen even if the 
spectrum is magnified fifty times. In the third and fourth 
spectra D was visible, but the other lines were not seen sharply 
enough to allow of measurement. The fifth spectrum is almost 
invisible ; the sixth is weak, the seventh is much less bright 
than the sixth. With this grating one can distinguish most 
plainly the spectra of the first class. In order to calculate 
their positions and compare them with observations, the width 
of the single opening must be taken as 2 instead of y with 
this grating, in which the thickness of the wires is less than 
the width of the openings ; and the same is true in all other 
such cases. The explanation will appear from special experi- 
ments which I have made on the question. 

With grating No. 9, also, the lines could not be seen in the 
first spectrum. The third is almost invisible — there is scarce- 
ly a faint trace of its existence ; similarly with the sixth and 
ninth spectra. In the spaces where these spectra should fall, 
L 1 , L n , etc., come; but in order to calculate their positions, 3 
must be taken in place of y for the width of the opening. 

With grating No. 10 the lines could first be clearly seen in 
the fourth spectrum. The eighth spectrum is less bright than 
the tenth, and the ninth seems to be absent ; similarly the 
eighteenth is apparently invisible. For this grating, also, L 1 
and L n fall in the spaces where the spectra are wanting. 

From the close agreement of the values of (y+ £) D, etc., 
with different gratings, one can judge of the degree of pre- 
cision, which is not unimportant. If any one has doubt as to 
the possibility of such accuracy with reference to the quanti- 
ties y and d, he need only realize that the method is to meas- 
ure, say, 100 turns of the screw on which the threads are 
wound, by means of the microscope described above, and to di- 
vide the measured distance by the number of grooves taken ; 
by which process y+S is often measured accurately to the sixth 
decimal place. 

The following laws are deduced at once from the experi- 
ments with various gratings : 

With two different gratings constructed of ivires of uniform 
thiclcness and having a constant width of opening , the size of the 
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spectra which arise owing to the mutual action of a great number 
of beams diffracted through the narrow openings , and their dis- 
tances from the axis , vary inversely as the distance between the 
centres of two ope?ivngs 3 or, what is the same thing , as y -f- 3. 

With perfect spectra of the second class the distances [from the 
axis] of rays of the same color in different spectra form an 
arithmetical series whose common difference is equal to the first 
term. 

With a grating the thickness of whose wires and the width 
of whose openings are expressed in fractions of a Paris inch, 


~ 0.00002541 
y+2 ’ 

n 0.00002425 
y + 2 ’ 

D = 

0.00002175 
y+2 J 

v 0.00001943 

0.00001789 

G= 

0.00001585 

~ y+S ’ 

J y+3 ’ 


y+S ’ 


H _ 0.0000 1451 




y-M 




The relative spaces occupied by the different colors in any 
one spectrum from a grating are remarkable. For instance, 
the space CD is to the space GIT nearly as 2 : 1 ; while in a spec- 
trum produced by a flint-glass prism of only 27° the ratio of 
these spaces is almost 1 : 2, and with a prism of water nearly as 
2:3. 

I have already called attention to the fact that in order to 
see the lines in the spectra of the second class, the eye-piece 
of the telescope must be accurately focused in such a way 
that, if the grating were away, the vertical opening at the 
heliostat would be clearly seen. A small displacement of the 
eye-piece makes the lines indistinct or invisible. The rays, 
therefore, after they are modified by the grating, diverge from 
a point which is at the same distance from the grating as is the 
opening at the heliostat. 

If a grating is placed at a considerable distance in front of 
the objective in such a manner that the rays falling upon the 
telescope from the heliostat must pass through the grating, the 
lines of the spectra appear, with the eye-piece in the position 
described above, just as they would if the grating were close to 
the objective ; the distances of the colored beams from the axis 
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arc, however, found to ho smaller. The reason for this may be 
seen at one.e. | Explanation, omitted, j 

If light is allowed to pass through two identical gratings at 
the objectives— i.e., if two identical gratings, one behind, the 
other, a, re placed in front of the telescope — the dimensions of 
the spectra are the same as they would be with one of the grat- 
ings. If two different gratings arc used, the distances of the 
spectra from the axis are what they would bo if the finer of the 
two gratings was placed by itself in front of the objective. 

Mutual Action op Two, Three, Etc., Diffracted 
Beams. 

If by means of two screens whose edges are straight and vor- 
tical the exposed surface of a grating is reduced to the interval 
of one opening, and if, when placed in front of the telescope, 
sunlight; is allowed through this opening only, the spectra are 
the same, of course, as those obtained by means of a single 
narrow opening of the same width. The spectra are, there- 
fore, of the first class, as represented by Fig. III., Table I. If 
the two screens before the grating are moved back so that light 
passes through two openings, and consequently two diffracted 
beams fall upon the objective, there is seen through the tele- 
scope a new sort of spectrum in the space which I/L 1 occupied 
before, as is shown at M!, M Ir , etc., in Fig. II. I shall call 
these spectra “ imperfect spectra of the second class.” With 
reference to the colors and their order of occurrence, this space 
M l M* is similar to I/L 1 in spectra of the first class; the space 
M*M n is like I/L”, etc.; they are visible in that space only in 
which, with a single opening, I/L 1 comes. Beyond this space 
the spectra are exactly like those given by a single narrow 
opening. Accordingly, if two diffracted beams fall upon the 
objective, one sees the imperfect spectra of the second class 
and the spectra of the first class at the same time. Wo shall 
see below what relation there is between the dimensions of 
these imperfect spectra of the second class and the width of 
the openings, etc. I shall designate the red ends of these spec- 
tra by M l , M n , M m , etc. 

If the two screens in front of the grating arc so placed as to 
allow light to pass through three openings, the space M r M r , 
Fig. II., is divided into new spectra almost in the same manner 
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as the space I/T/was before. These now sport ra art* similar to 
the others in the order of then* colors, and an* present, only 
in the space M 1 M 1 . I shall call these new sp(*t*(ra. " spoof ra of 
the third claw,*' and shall designate their red ends by N 1 , N* 1 , 
N m , etc. .Beyond the space MhM 1 tin* spectra of the second 
class appear almost exactly as they did when there were two 
diffracted beams. However, with certain gratings their dis- 
tances from the axis were changed slightly, The spectra of 
the first class appear also as they did when there wen* two dif- 
fracted beams. There are seen, then, in this east* three differ- 
ent kinds of spectra, vv’r., third (‘lass, imperfect second class, 
and first class. The experiments described below will show 
what relation exists between the dimensions of the spectra of 
the third class and the width of the openings. 

With four diffracted beams there are seen spectra of the 
first class, the imperfect second class, and the third class ; hut; 
the last are noticeably smaller than they were when there were 
three diffracted beams. The spectra of the second class have 
changed only slightly. 

With five diffracted beams the spectra of the third class are 
smaller than with four, while those of tin* second class havii 
changed only a little. With six diffracted beams the spectra 
of the third class are smaller than with five ; with seven beams, 
smaller than with six, etc., until they finally heroine so small 
that they can bo distinguished no longer, and there is seen 
only a bright, colorless line which has the same appearance ex* 
actly as tho opening at the heliosfat would have if the grating 
were away. Tho spectra of the second class have in the incur 
time, owing to the increase in the number of diffracted beams, 
gradually changed both in tlusir constitution and in their dis- 
tances from the axis, and have approached more nearly ii 
every respect the perfect spectra of the second class. Tin 
lines of the spectra become visible, however, and the light he 
comes homogeneous, only when a great number of equally dif 
fracted beams at equal distances apart mutually influence eacl 
other. 

In the following experiments, N 1 , N n , N m , etc., are, as I suit 
above, the red ends of each spectrum of the third class; jus 
as M\ M n , etc., are the red ends of each imperfect spectrum o 
the second class. This method of writing symbols has also heel 
used in the spectra of the first class. What I mid there uls 
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in regard to the accuracy of the angles holds true here. The 
angles M 1 , M 11 , etc., are always the distances from the axis. 
'[Experiments omitted .] By careful consideration of the degree 
of accuracy of the above experiments, it follows, within the lim- 
its of error, that : 

Using one and the same grating , but a different number of 
openings, the distances of the spectra of the third class from the 
axis and their dimensions vary inversely as the number of dif- 
fracted beams , i.e., as the number of grating openings , beginning 
with three. 

With different gratings and with the same member of openings , 
the distances of the spectra of the third class from the axis and 
their dimensions vary inversely as y-f-2. 

For spectra of the third class , the distances from the axis 
m form an arithmetical series whose common difference equals the 
, first term . 

Further : 

TOR THREE BEAMS. 

XTI 0.0000208 TTT t 0.0000208 

FOR FOUR BEAMS. 

0.0000208 0.0000208 Ir 0 0.0000208 
4 (y+3) ’ 4(y+3)> * “ d 4(y-j-S)- 

FOR FIVE BEAMS. 

0.0000208 0.0000208 0 0.0000208 
5(y+3)’ ™ 5 (y+^) - d 5(y + 3)* 

The space KM 1 , Fig. II., Table I., which is seen when there 
is mutual action of two diffracted beams, contains the spectra 
of the third class if there are three beams, as I have stated 
ixbove; therefore, with three, four, etc., beams, M 1 can no 
1 onger be seen ; and in these cases M 11 is the red end of the 
rst spectrum of the second class, a fact which must not be 
verlooked when comparing perfect and imperfect spectra, 
ince the spectra of the third class which are contained in the 
pace KM 1 become smaller as the number of beams which mut- 
xi ally influence each other increases, and since the soectra be- 
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come ultimately so small that they cannot be distinguished, 
thus producing in K only a bright, colorless line, the space be- 
tween K and M 1 must be without light ; because, with an in- 
crease in the number of beams, the spectra of the second class 
do not change their position and magnitude, comparatively. 

With grating No. 9, M IV is invisible because it falls nearly 
at L 1 . Since in this grating y is greater than 8, the latter 
must be used instead of the former in calculating IA Why this 
is so will appear at once. In order to produce spectra of the 
first class, one must have two edges lying close together, by 
which the light is diffracted. It is not necessary that these 
two edges should face each other; they can also be turned re- 
versed, provided only that they lie near enough, as is the case 
with a narrow metal strip, a thread, or a wire. In these cases, 
however, the spectra of the first class cannot be seen plainly, 
because they occur at the same places where non -diffracted 
white light comes. By means of a telescope, however, one can 
easily convince himself of their existence. For this purpose I 
stretched a wire 0.02287 inch thick across the middle of an 
opening in a screen, which was £ inch wide, and placed it in 
front of a telescope, with the thread vertical. The spectra 
of the first class which must arise, owing to the width of the 
opening in the screen — y=£ inch — would be too small to notice, 
and the opening at the heliostat must appear through the tele- 
scope almost as if the screen were away ; if, however, the thread 
stretched across the opening produces spectra, these must he 
seen on either side of the opening at the heliostat ; this is ac- 
tually the case. Owing to the width of the opening at the 
heliostat, it is seen so brightly that the eye can scarcely bear 
it; and on each side are seen spectra of the first class. On 
account of the intensity of light in the middle, L 1 could not be 
measured ; hut the following two could be. I found L I3C =6' 1G" 
and L m =9' 30". If we assume the above thickness of the wire as 
the value of y, in order to calculate L n and L m , angles are ob- 
tained which agree as closely with those observed as could be 
expected under the circumstances.* In order, therefore, to 
produce spectra of the first class, it is not necessary that the 
edges which diffract the light should face each other ; they 

* These experiments deserve to he continued, because, in some cases, 
there are discrepancies which exceed the limits of probable error. 
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can be reversed, as is the case with a wire. With grating No. 9 
the edges of the wires are nearer than those of the intervening 
spaces ; therefore, the former produce the spectra of the first 
class. 

The imperfect spectra of the second class are often modified 
by the position of spectra of the first class ; and these modifi- 
cations depend, besides, upon the increase or decrease in the 
number of the beams which mutually interfere. The exact law 
of these small changes cannot be deduced from the experi- 
ments so far made, and other experiments are therefore neces- 
sary. This much, however, can be seen from the above, that 
with different gratings the distances of the imperfect spectra 
of the second class, from the axis, and their dimensions, are 
nearly inversely as y-f-S further, that with two beams M 1 is con- 
siderably smaller than the differences M 11 — M r , M m — M 11 , etc.; 
and therefore, with reference to the succession of the distances 
of the colored beams from the axis, these spectra are markedly 
different both from those which arise from a round opening 
and from those which come from a long, narrow opening. With 
gratings where S is greater than y, it is not difficult to deduce 
a law for the imperfect spectra of the second class — for instance, 
with gratings No. 6 and No. 10. 

The angles L 1 , L 11 , etc., cannot be determined with great 
accuracy when there are two, three, etc., diffracted beams; 
therefore no certain conclusion can be drawn from the varia- 
tions in these angles with three, four, etc., diffracted beams in 
the case of grating No. 10. One reason lies in the fact that it 
is almost impossible to make three or four intervening openings 
exactly equal, although the centres of the wires may be at equal 
distances from each other. We know from the experiments 
with one diffracted beam how great the variation in the distances 
of the spectra is, if, with an opening already small, the width 
changes even slightly ; therefore with three diffracted beams 
the distances of the spectra of the first class from the axis may 
easily be found to be different from what they are with two 
beams, etc. This inequality [of the spaces ] has much less in- 
fluence upon spectra of the second and third class. 
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Mutual Action ok Bkams Oii , i , ka< ,, i ko in W atkr ani 

OTIIKR IvHI'KACTINU M KIM A. 

[Experements omit ted. \ 

The conclusion is: In different refracting mettia^ with idem 
tical gratings, the shier of the angles o f the dijfrarted beams ear / 
inversely as the indices of refract ion. 


Mutual Action ok Bkams Dikkuactko by Rkklkotion. 
['Experiments omitted ] 


Mutual Action ok Bkams Dikkuautko Tiiuoron Uocni; 
and Quadra not oak Opkninus. 

[Experiments omitted j 

When seen under a micro,' scope the barbs of most birds" feath 
ers contain regularly arranged line openings. If one look; 
through the barbs at a brilliantly illuminated point which i 
not too near, he can see, even with the naked eye, eolure< 
spectra, which have a definite position. If such a feather i 
placed in front of a telescope and light coming from a ronrn 
opening near a heliostat is allowed to pass through it, specie 
of the first and second class are seen. The spectra which wer 
seen with the naked eye were those of the first class, which ar 
very large but of feeble intensity; and therefore, when sir*: 
through the telescope, which magnifies greatly, they may h 
easily overlooked, if attention is not paid fo their distune 
from the axis. 

With some gratings made of parallel wires, one sees throng 
the telescope, beyond the space which is occupied by the lengt 
of the spectra — that is, in the dark portion of tin* field— win! 
arc apparently the wires of the grating itself, which is, hmvevei 
impossible, if one. considers the path of tin* light ; one migl: 
perhaps believe that this light is due to interval relleetions i 
the surfaces of the objective. But this is not the ease; f< 
the eye-piece can he pushed in or drawn out an inch, and 11: 
lines still remain visible. These lines have also a definite' rn 
or; namely, one is always a reddish yellow, the second is him 
ish green, the third is again reddish yellow, etc. I shall r 
turn to this subject at another opportunity. 
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The phenomenon which is seen through a telescope whem 
light is allowed through an opening of the shape of an equi- 
lateral triangle placed in front of the objective is also inter-' 
esting. 

It may be surprising that so many phenomena could up to 
this time have escaped the notice of investigators ; and that, for 
instance, the simple law, that in diffraction through a single 
opening the inflection of the rays varies inversely as the width 
of the opening, was not only not found, but that results were 
obtained differing widely from this. The explanation lies in 
the mode of observation. One would fall into similar errors , 
if, for instance, he tried to determine the path of colored light 
through glass lenses by intercepting and measuring this re- 
fracted light at different distances. This mode of observation 
is to blame for the fact that the phenomena of the mutual in- 
fluence of beams of light have escaped the attention of inves- 
tigators,* phenomena which must be known before the laws 
of diffraction can be learned. For if light coming through 
a grating is intercepted by a white surface or a piece of ground- 
glass, one cannot see, even on a small scale, what is observed 
through a telescope when used with the grating; and in gen- 
eral nothing is seen. 

It is remarkable that the observed laws for the mutual 
action and diffraction of beams can be deduced from the 
principles of wave-motion ; that, from a knowledge merely of 
the angle of diffraction of the light and of the distances at 
which the beams interfere, the magnitude of a vibration of 
light, for every color, can be expressed by means of an ex- 
tremely simple equation, and that these determinations, under 
the most varying conditions, agree to a high degree of accura- 
cy ; further, that these same principles furnish an explanation 
of the cause of the origin of the lines and bands which are 
seen in a prismatic spectrum, etc. On another occasion I shall 
make known the theory of interference and diffraction of 
beams of light. 

The phenomena of interference and diffraction of light are, 


* T. Young liad already observed that the colored fringes which are 
seen in the interior of the shadow of a hair vanish if one edge is covered ; 
so that the beams of light going by both edges must combine to produce 
the interior color-bands. 
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ms wo see from the laws deduced, infinite in number; .and all 
that was previously known amounts to only a few special rases. 
The theory will also make us acquainted with them phrnom- 
ena which can bo subjected to no now invest in, at ion tol lowing 
the path whicli 1 have taken. 

I cannot repeat too often that all apparatus to he used in 
these experiments must he perfect to a high decree ; ami one 
can judge of the degree of this perfection from the ratio of the 
dimensions of the grating to the. dimensions of the spectra,, etc. 
An inequality or imperfection, apparently unimportant, can 
produce a great indistinctness or even the entire vanishing of 
the phenomena ; therefore, one must consider well everything 
that can be of injurious intluenee. 'More than with all other 
optical phenomena, one must he on one’s guard in these ex- 
periments against optical illusions. 

It will be reward enough for me if, by the publication of the 
present experiments, I have directed tin* attention of investi- 
gators to this subject, which still promises much for physical 
optics and appears to open a new held. 

* Among these are the color- fringes which ure seen in the shadow of 
a single edge of a body; also the phenomena which Herr Uofruih Meyer 
observed long ago and described in the GvtUn'jtr C(HnmaiUurn> Yul. I V,, 
p. 49. 
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Short Account of the Results of New Experiments on 
the Laws of Light, and their Theory. 

Read in tlic Matlieniatical-Physical Section of the Academ 3 r , June 14, 1823. 

I published a year ago, in a memoir which is printed in the 
eighth volume of the Denkschriften of the Royal Bavarian 
Academy of Sciences, an account of some new experiments 
concerning diffraction of light and those phenomena which oc- 
cur owing to the mutual action of diffracted beams of light ; 
and the laws which can be deduced from these experiments 
were also developed. Guided by these deductions, I have 
continued these experiments since then ; and what follows is 
an account of those of my results which are suited for commu- 
nication in a brief description. I must, however, assume as 
known the larger portion of what the above-mentioned memoir 
contains on this subject. 

[Resume of previous papers is omitted.'] 

In this memoir I shall designate by B, 0, ... H colored 
rays of different kinds : B is a red ray which lies near the end 
of the spectrum ; 0 is deeper in the red ; D is orange-colored ; 
E, green ; F, blue ; G, indigo ; IT, violet. In every spectrum 
of sunlight which consists of perfectly homogeneous light there 
arc found in the places named fixed lines or streaks which are 
distinguished from the other countless lines of the spectrum 
either by their intensity or by their position.* 

The angles from the axis through which the rays B, C, etc., 
are deflected by the grating I designate by B 1 , C l , etc., in the 
first spectrum, which is nearest the axis; by B 11 , C 11 , etc., in 
the second ; by B 111 , C 111 , etc., in the third from the axis, etc. 
From tho experiments which are described in detail in my 

* [A long note giving the conditions for securing a pure prismatic spectrum 
is omitted.'] 
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second memoir, it) follows that, with nil giafing.*', il y denotes 
the width of a single grating space, and ? tin* width of a, single 


wire, expressed in f 
angles are as follows 

ructions of a. Paris inch, 

, the radius being taken i 

the ares of flu*; 
Mpuil to l : 

TM O.OOOOJW-n 

15 = „ 9 

y + 0 

( „„ <>.(>ooo->-p»^ 

y + <l 

o.uouo’i i 

i \ 1 

7 M 

TM 0.00001 DIB 

lii =~ , ^ i 

y+d 

0.0t)00l7'St) ({l 

y h v 

o.oooolbSo 

y |-<> ' 


1{r 0.00001451 

y f- o 



Further, that 

B" = 2 \\\ (' ll i'\ etc, 
B nr :-3 UK r llt V\ etc*. 
Kte. 


The numerator in theses general expressions is a number 
which is absolutely constant for each definite colored ray, hut 
different for dilterent rays, however varied the eases are, and 
which refers, as is easily seen, to n definite absolute scale ; in 
this case to the Paris inch. If for each colored ray this num- 
ber is designated by w, and if the angle of deflection of one 
and the same ray in the first spectrum is designated by in 
the second by S n , in the third by d 111 , etc., then. 


$ l z= * w , vtt‘. 

y + 0 y }* o 

And if, further, v denotes Urn number which gives I he order 
of the spectrum (for the axis r J ) ; for the first spectrum 
v=l; for the second, etc. ; and it can never he a fraction); 
and if, fer tile sake of brevity, we call the sum of the width 
of one grating opening and of one line of the grating, or y | ? % 
equal to c, wo have as a general formula 


(I.) S ,l) — ■ 

t 

According to the results of Urn previous (experiments (and as 
is shown by the general formula (I.) which is derived from 
them), the angles of deflection of the same colored beams in 
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the series of spectra formed by the grating are in the ratio of 
the numbers 0, 1, 2, 3, etc. The experiments from which 
these results are deduced gave, however, such small angles that 
for them the sine, tangent, and arc do not sensibly differ. 
With my finest grating, where £=0.001952 inch, D 1 was equal 
to 38' 19". 3. If the angles were larger, that is, if the gratings 
were many times finer, one might think it probable, from cer- 
tain considerations, that the arcs themselves do not have the 
relations given above, but that some trigonometrical function 
of them docs. In accordance with the theory which will be 
discussed later, the ,siues of the angles should have the given 
relation if the light falls normally upon the grating. Partly in 
order to verify this directly by experiment, partly because the 
laws of this modification of light can be deduced with more ac- 
curacy from larger spectra, and conclusions as to the theory of 
these phenomena can be drawn with more certainty, it was great- 
ly to bo desired, it seemed to mo, that gratings should be made 
much finer than those which I used in my earlier experiments. 
The distances apart of the lines or wires of such fine gratings 
must, however, be exactly equal to such a high degree that the 
fixed linos of the spectra can be seen ; otherwise the distances 
of the colors from the axis cannot be measured. 

It will not be considered possible by any one who is ac- 
quainted with the difficulties of the work to prepare a screw 
much liner than that which I made for my earlier experiments. 
With a special apparatus I succeeded in scratching parallel 
lines upon a piece of plane glass, covered with gold-foil, which 
were at such distances from each other that e was equal to 
0.00114 inch. If one tries to scratch linos closer together than 
this, no gold is left on the glass, and there are, consequently, no 
apertures. The spectra produced by such a grating, where 
€=0.00114, arc much larger than those obtained before, and 
the fixed lines were plainly seen in them ; but the results ob- 
tained were still far from being able to decide the question at 
issue. 

It is entirely immaterial in a grating which is to bo used 
for these experiments whether the threads out of which it con- 
sists arc opaque, translucent, or transparent. A grating of 
glass fibres, for instance, produces these phenomena as well as 
one made out of metal wiros. I covered, therefore, one side of 
a piece of plane glass with a layer of grease so thin that it 
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could scarcely be recognized by Hie eye alone ; in this grease; I 
scratched parallel lines which were only half as far apart as the 
finest of those ruled on the gold - foil. With this grating \ 
obtained spectra in which the fixed lines could he plainly seen, 
and which' were therefore suitaal for measurements of the dis- 
tances from the axis. In no layer of grease or varnish is if 
possible to rule liner parallel lines than these, which shall he at 
equal intervals. 

It was only by means of the diamond that I succeeded, in 
producing finer gratings. A machine specially made for the 
purpose enabled me, by using a diamond-point, to rule lines in 
the surface of a piece of plane glass which were almost per- 
fectly parallel. If one is so fortunate as to find a good diamond- 
point, lines can be ruled with t his machine which are so close 
together that they cannot be distinguished by the strongest 
compound microscope. It is, however, not enough to be able 
to rule in a given space a great number of lines which shall 
still be separate from each other ; these lines must he ruled so 
accurately at equal distances apart that the variation shall not 
amount at the most to the one-hundredth of this distance. By 
means of my machine I have* obtained a grating in which 
£=0.000 1223 inch, and whose lines are so evenly spaced Unit 
the fixed lines of the first and second spectra obtained with it 
can be plainly soon,* 

* By means of my machine one can rule parallel lines which are sepa- 
rated by spaces as wide; as themselves, and which are ho rime Uvs/rUnT that 
3200 of them lie, in a Paris inch; hut. I have not yet succeeded in making 
their distances from each other so exactly equal that in this distance, which 
is 0. 00003125 inch, errors of om* pari, in a hundred /a,, of o Ounonuhl 
are not. present; ami perhaps this would not he possible for Mu* hand of 
man, whatever machine is used. Since no use an he made of loo or 200 
parallel lines, and since, with such line gratings there must he several thou 
sand lines in order to produce intense perfect spectra, it is evident that it 
was largely a question of fortune, with * 0.0001223, to Hud a diamond 

point which could rule several thousand such flue lines without changing. 
So far, I have succeeded in making only one, grating as Hue us this, Tf 
the diamond-point changes during the ruling, tin* previous work is useless. 
Without one's intending if, the point often makes stronger or weaker lines. 
Even with the most powerful microscope one cannot he sure whether the 
point is suited to rule proper lines. A diamond which appears less pointed 
than another often rules Urn finer lines ; and therefore n suitable point ran 
be found by experiment only. What renders the matter more difficult is 
that a slight change in the inclination or in the jwedtfon of the diamond, 
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By means of this grating spectra are obtained which are 
as long as those obtained from large prisms ; and even in the 
first spectrum the D line (in the orange) can be seen practi- 
cally double, so that the space between can be measured. And 
since with this grating D 1 , for instance, equals 10° 14', the law 
of modification of the light produced by it can be deduced 
with great accuracy. 

When the light fell normally upon the grating in which £= 
0.0001223, 1 obtained 


C 1 =11° 25' 20" 
C 11 =23° 19' 42" 
D T =10° 14' 31" 
D n =20° 49' 44" 
E 1 == 9° 9' 
E n =18° 32' 34" 


F 1 = 8° 26' 6" 
F n =17° 3' 34" 
G 1 = 7° 27' 19" 
G n =15° 3' 9" 
H T = 6° 52' 36" 


The angles are so large that the arcs, sines, and tangents 
are sensibly different. Since the instrument with which the 
angles are measured gives, without repeating the observation, 
readings accurate to 4 7/ , one can easily decide how trustworthy 
the readings are. 

The third spectrum, the fourth, and the following were seen 
satisfactorily in these experiments with this grating ; but the 
fixed lines in the various colors could not be recognized with 
sufficient precision to have their distances from the axis meas- 
ured as accurately as in the first and second.* 

with reference to the plane of the glass often seriously influences the 
strength of the lines. Since every line must be drawn separately and with 
the greatest care, one can easily understand how much time and patience 
is required in order to rule a few thousand lines with sufficient accuracy. 

* However great the accuracy of the ruling with reference to the dis- 
tances apart of the lines of the grating, it naturally has its limits, and perfect 
accuracy cannot be expected ; a statement which is true of everything made 
by the hand of man. The amount of the displacement or blurring of 
the fixed lines of the different spectra which would be produced by a small 
inequality in the intervals of the parallel lines of a grating, can be de- 
duced from the equation (I.) For it follows from it that 

dSr^ = — dk consequently an equality which amounts to only one-liun- 
dredth of the very small distance e ( i.e c?e=0. 00000122 inches) will pro- 
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The. measurements lift von tor tin* first and second spec teas 
are sufficient, however, i o allow one to decide upon the law of 
this modification. 

Since the distance between the parallel lines, ruled on the 
j)hm grating, as I shall call it, :ust bo known most accurately, 
and since those lines are semi with great difficulty even with 
the strongest microscope, and in any east' cannot Iks counted, 
I try to rule the first and last line of the grating somewhat; 
stronger than the others, and l measure their distance apart by 
means of a microscopic apparatus prepared for the purpose. 
The ruling-machine counts the lines as they are ruled ; and so 
I know how many there are in the ruled space; u//., in the 
grating just discussed then' are .‘ffiui lines. Therefore, from 
a knowledge of the distance of the first line from the last, 

the distance between the centres of two— •that is, t —can he 

determined to a high degree of accuracy. The ratio, too, 
of the thickness of a scratch to the width of Hie opening be- 
tween two lines can be very closely determined. If the. lines 
were so wide that, one touched tin* other, and consequently 
there was no aperture between* no light could be regularly re- 
flected from the ruled surface ; it would in' scattered as from 
a ground surface. If the apertures were as wide as the 
scratches, the ruled surface could reflect only half as much 
light as an unruled surface of the same size. The ratio, I hero- 
fore, of the light regularly reflected from the ruled glass sur- 
face to that which is reflected by an unruled glass surface of 
the same size is the same as that of the width of tin* aperture 
between two scratches to the width of the lines |/.c., /a * ].* 
It need scarcely be noted that in the experiments made in this 

ducc a displacement, of the fixed line I>, in the first spectrum, of (S' 5"; in 
the second, of 12' 10"; in the third, of in l.V, etc. This is tin* x*cason why 
the fixed lint's may lm well dellned in the first and second spectra, and yet, 
not bo so in the third, fourth, etc. Whoever has to do with small mag* 
nitrides, not. merely in numbers, but in experiments, will know h»»\v to es- 
timate this accuracy, and will have an idea as to tin* difficulty with which 
it is obtained. 

* Even if the amount of the reflected light could be accurately measured, 
this conclusion must be regarded an only approximately true for reasons to 
be discussed later. With gratings for which * is still smaller than this it 
would be less true. In the experiments described in this paper the deter* 
ruination of this ratio is of no importance whatever ; the magnitude of € is 
alone of interest. 
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way care must be taken to have no light reflected from the 
second surface of the glass. 

Using another grating, where £ was equal to 0.0005919 inch, 
I obtained, with light at normal incidence. 


C 1 = 2° 20' 57" 
D x = 2° 6' 30" 
D 11 = 4° 13' 7" 
D ni = 6° 20' 7" 
D IV = 8° 27' 43" 
D v =10° 35' 53" 
E 1 = 1° 53' 7" 
E 11 = 3° 46' 17" 
E m = 5° 39' 50" 
E IV = 7° 33' 41" 


E v =9° 28' 3" 
E 1 =1° 44' 19" 
F n =3° 28' 45" 
F m —5° 13' 23" 
F ,v =6° 58' 18" 
G 1 = 1 0 32' 22" 
G rt =3° 4' 57" 
G nt =4° 37' 30" 
H 1 =1° 25' 

H« =2° 50' 11" 


All the observations, with both glass gratings, can be ex- 
pressed very approximately by the equation 

(II.) sin 3(r)=— • 

e 

If the light is incident normally , therefore,, the sines of the dis- 
tances of a colored ray from the axis in the different consecu- 
tive spectra are in the ratio of the numbers 0, 1, 2, 3, 4, etc.* 
The glass grating, £=0.0005919, has the remarkable property 
that its spectra on one side the axis are more than twice as in- 
tense as those on the other. The scratches of this grating are 
visible under a microscope, but it is impossible to distinguish 


* If it were not the sines, but the angles, of deflection of a colored ray in 
the different spectra which had the given ratio, then with the finer grating, 
where D^IO 0 14' 31", D 11 should equal 20° 29' 2" ; according to experi- 
ment, however, D n = 20° 49' 44"— that is, is 20 minutes greater. Conse- 
quently, the sines of the angles have the given relation. Calculation leads 
to a difference in the seconds, which, although small, is larger than can he 
ascribed to an error of observation. Whether this difference is to be 
ascribed to a slight imperfection in the grating, or whether it lies in the 
nature of the phenomena, can be decided only by a series of experiments 
with different fine gratings. I give in the table the angles exactly as they 
were observed, not allowing myself any correction whatever. I determined 
these angles very often, and always by repeating six times ; yet I obtained 
angles for the bright colors which agree nearly always to within one sec- 
ond; notwithstanding which, small constant errors could cause the differ- 
ences in the seconds which are mentioned above. 
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in them any special farm. 1 sought tin* explanation in the 
idea, that. on ruling the linos, tin* diamond - point had such a 
position witli reference to tin* plane glass that one edge ot each 
scratcli was sharp, tin* other not so well defined ; and I think 
- that tins hypothesis is continued by tin* following experiment : 
On a piece oi plain* glass, over wliieh then* was a thin layer of 
grease, I ruled parallel lines in such a way that witli every line 
the grease on one side was sharply defined, on tin* other less so; 
and I obtained phenomena, in fuel, through this grating wliieh 
were like those stum through the glass grating mentioned. 

If the incident light does not full perpendicularly upon the 
grating, but; is in the plane perpemlieular to the tines of the, 
grating, and virlhirtf to the normal to tin* grating, tin* action is 
as if for this incident light the distance apart of the parallel 
lines— that is, f— was smaller than when the incidence, was nor- 
mal, in the ratio of the radius to the eosim* of the angle of in- 
cidence. The distances of the spectra from tin* axis ( j) must 
therefore become greater as the angle of incidence, increases ; 
because (as equation (II.) shows) the sines of this distance in- 
crease in the same ratio as t decreases. If we designate, there- 
fore, by <7 the anfjU of invidnur «■/.**., the angle between tin* 
incident beam and the normal to the grating we might think 

wo could safely conclude from equation (II.) /./*., m >> lM 

t 

— that the following Is true : sin (?)* M *‘ . But from tin* 

t ,eos tt 

theory of these ■phenomena, which will he discussed later, it 
may be predicted that in this ease tin* spectra <m the two sides 
of the axis will he no longer symmetrical ; that therefore, r.//, , 
I) 1 must bo larger on one side of the axis than upon the other. 
This is confirmed by experiment, us appears below. With 
gratings in which t is not very small, the difference is not 
marked, it is true ;* it is, however, exceptionally large with the 
grating in which « — 0.000 inch. For instance, with this, 
for rr=5f> 0 , l) 1 on the one side of tin* axis equals l.V if, and 
on the other, I ) I r=;J0 w &W 

*Iu fact, with coarse gratings, if <r is not very large, one run m e the ex 
presaion sin ~ VM - with auflleient accuracy, as I did in ntv memoir 

f. COHO' 

A New Modification , c*t<*. We shall, however, find below ?m exact ex- 
pression which is equally simple. 
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If in the theory of spectra of the first class the noil-symmet- 
rical ones, which consist of non-homogeneons light, and which 
contain no fixed lines,* are of importance, the non-ay nimctricul 
xpeefnt of (he xvcoud claxx are of immensely greater theoretical 
interest, because they show the fixed lines ; and therefore the 
laws of this modification of light can be exactly deduced, and 
the theory of these phenomena can be most closely verified. f 
I give here the results of numerous experiments on the colored 
rays P and F. In order to indicate on which side of the axis 
S* lies— -the angle measuring the distance of the colored ray from 
the axis — I mark with —l, —II, . . ., those spectra which lie 
upon that side of the axis on -which the incident light is in- 
clined towards the face of the grating ; and with +1, +11, . . 
the spectra on the opposite side, where the inclined incident 
beam makes obtuse angles with the grating, so that IP 1 , P +I or 
P“ IX , IP 11 , . . mean the opposite positions of I) in the first 
or second spectrum, etc. By a is to bo understood the angle of 
incidence in the sense described above — i.e., the angle included 
between the incident ray and the normal to the grating. 

EXPERIMENTS WITH THE GLASS GRATING £ = 0.0001223. 


F- 1 =12° 44' 40" 
F +I =19° f>8' 54" 
F~- u =23° 10' 50" 

F' 1 =11° 43' 53" 
F +I =15° 53' 10" 
F~ n =21 0 47' 30" 


F 1 =10° 54' 55" 

F +I =13° 37' 38" 
F~ n =20 o 33' 39" 

* New Modification of Light, etc. 

f A simple hypothesis cun be easily devised to satisfy all simple laws. 
For instance, the laws of refraction and reflection can be deduced from a 
great number of hypotheses. It is, therefore, good fortune if a new law is 
found which is apparently very complicated, because it has at least the 
advantage of limiting more closely the Held of the hypotheses concerning 
light. 

j> 
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TH =13" 17' 54" 

(7 = 40° 

F 1 - 10" 15' 30" 

I)+ t =15 Q S' 53" 


F+‘-I3“ s' 13" 

].)- n =35° IS' 54." 


F 11 . 10" 33' 57" 

I)- 1 ~ir 13' 

a-: )(l° 

I*’ 1 — 0" 18’ :)(!" 

P +I : 1 3 40' 30" 


F" 10“ 17' :m" 

1)~"=3 1 ” 43' 5" 


F " IS" 4' 55" 

i)+ u ^-.2s" m r r," 


l ( ’ +, ‘~33 1 :*0' lo" 

I)- 1 =io n 53' 3" 


F 1 . . S“ 44' 10" 

:i) +1 ~ n" in' 3:i" 


I 1 ’' 1 r- 0" 15' 33" 

1) - u -_-30° 41!' 54" 


F “ - 11“ 13' 45" 

]) +I, =34° 14' ;!()" 


F'" i<r 3F 


In these experiments, when measuring the first angle, the instrument 
could not, he used in such a way as to allow repetition. These first angles 
are, therefore?, in the seconds, somewhat less exact, than when the. light, 'has 
normal incidence. Since*, however, the differences between the two sides 
of the axis amount to several degrees, u few seconds do not affect the 
matter. 

In nil ilia experiments of tins kind I) 1 and I) +l urn different;, as 
is seen; similarly with V 1 and F M ; and Mu* smut* was true of the 
other colored rays, for which l have not given the observations. 
If the light is not incident normally, therefore, the spectra pro- 
duced by the grating are no longer symmetrical on (ho two 
sides of the axis ; and the difference in their positions is so 
marked when the angle of incidence is great that; it; could be 
detected even if it were only one-hundredth part, as much. It, 
would he, however, extremely ditlirult for the most (dear-sight- 
ed physicist to deduce a law for these phenomena directly 
from the experimental results. 

Let r denote the angle made with the plane* of the grating by 
a colored beam after diffraction (with normally incident light, 
therefore the complement, of £), and ij a straight line drawn 
perpendicular to the plane of the grating from Mm micrometer- 
threads of tho observing-teleseopo. * All of my observations can 

*If « is the. distance from tho grating to the micrometer-! bread (and 
therefore to tho place where the imago of the phenomenon is binned), 
yz=za sin r. [« in matHural along the hettm of light, j 
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then be expressed, with the accuracy obtainable in experiments 
of this kind, by the following formula : 


(TIL) tang r(=tv) 



(e . si II or zfc vu>) 9 j . [ 4;// a + e a (e . si 1 1 <x zb vm) u | 

2yy (f .sin voj) 


I have deduced this equation, without any approximation, 
from the principles ot Interference which were proposed in 
1802 by Dr. Thomas Young, and afterwards fully justified by 
the painstaking labors o£ Arago and Fresnel. In this formula 
m denotes the length of a lighl-tcave. Although this quantity is 
extremely small, we can deduce it with a high degree of accuracy 
from the experiments which are described in my memoir, New 
Modification of Light, etc.; and the results of which for the dif- 
ferent colored rays are given in general formulas on page 30. 
From the experiments with glass gratings we learn this quantity 
so exactly that, for the bright colors, hardly one-thousandth 
portion of <o can be uncertain. From the experiments with the 
liner gratings we obtain, by means of the angles for the first 
spectrum with normal incidence of the light, if (Ow) denotes 
the length of a light-wave for the ray 0, (Dw) for the ray D, 
etc., 


(Oa>) 0.00002422 

(!)(«>) =0.00002175 
(Kw) =0.000011)45 
(Kw) =0.00001704 
(Hut) =0.00001587 
(Hoi) = 0.00001404 


> in fractions of a Paris inch.* 


[Reduced to centimetres, this g ms for D the ware -length 0.0000588B cm. 
1 Paris inch—iL 70700 e-m.\ 

* The fixed lin< k . B. near the. red end, could not he seen well enough, owing 
to the great width of the image, to allow its position to he determined ac- 
curately. I sliall try to make a greater number of fine gratings, in order to 
determine more accurately, where it is possible, the value of <o for the dif- 
ferent colored rays ; yet this value is now known sufficiently closely to de- 
cide whether the theory is confirmed by the experiments. If the values of 
(I)w) r (Kw), etc., are deduced from the experiments with the coarse glass 
gratings, they are found to be somewhat grimier in the eighth decimal 
place than those given by the liner gratings ; this small difference simply 
points to a less exact determination of which is more accurately known 
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Ifc will strike one from equation (I II.) that the value of' T de- 
pends somewhat upon //—/>., upon the distance at which the 
image of this phenomenon is formed; t ha f therefore, according 
to the principles of interference, this light thus modified does 
not proceed exactly in a straight line, hut in a curved one. The. 
equation of this curved line, developed without any approxi- 
mation, is 

( IV. ) [ *k u — 4 (f.sin rr h ) U) ) * ] : 4 // J (4.siu (T I , rut) * 4 

+ j (f .sill a d: r<t) ) 9 ] (* .sin nr : I : rw).* 

Since these phenonuma can be observed only with a, telescope, 
which must have great power if the distances are to he meas- 
ured with some neon mey, and therefore cannot he very short, 
y is always large in comparison with m and r. With my instru- 
ment, the distance of the mieromeier-threads from tin* grating 
is 21.43 inches. It would he only when y is not very large in 
comparison with u> that the value of r could vary with that of 
y; hut if in equation (III.) y is put one-half as great as it uc.t- 
milly was in my experiments, and then twice or three times us 
great, the same value of r is always ohtaim*d.f As tin* {‘({na- 
tion shows, the value of — (t.sin at w)* vanishes, then, in com- 

with the finer g ratings. I do not need to recall the fact that the accuracy 
of the determination of the value of f, however great it is by the help of the 
means which I use, has its limits. 1 hope to increase it Mill more in the 
future. 

* Equations (IK.) and (IV.) are developed for the ease when tie* incident 
rays may he regarded as parallel. If tin* distance of tin* source of light 
were not great in comparison with f , instead of i .sin a in these equations 

one would have to write — where, p is defined by the equation 

sin /3=-— In this last equation a denotes the distance of the source 
of light from the grating. 

1 1 measured these angles also with a telescope of 4 inch fond l.-ngth ; 
but, as was to he expected from the equation, no other changes were found 
than those which must be. ascribed to the diminished power ; they were 
sometimes positive, sometimes negative. If a curvature of the modified 
light were noticeable, it might be in the east* when tin* distance’ of the 
source of light is not so great ; but in that case the experiments an* subject 
to many difficulties, and demand a different apparatus, which must be per- 
fect to a high degree. 
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purison wi Lit ii/‘ ; and so it can be neglected. We therefore 
luive, ap p r o x i 1 n a t c 1 y , 

tang r(±»> = • si . u ?=*= w )*l 

e . sill cr zb rto 


/ \ r \ , . \ f.sillo-zbi'W 

or (V.) cos 

£ 

r Fhis (‘.((nation represents the experiments on page 49,, with un- 
synunetrical spectra, as closely as does equation (III.). In both 
equations the sign 4- gives the position of the colored rays on 
one side of the axis in the different spectra ; the — sign, those 
on the opposite side. In making comparisons, it must not be 
forgotten that in the experiments the angular distances from 
tin- axis are measured, but that r expresses the angles measured 
from the plane of the grating. It is scarcely necessary to re- 
mark that in the special cases when, for instance, the above 
equation is used for the ray 0, instead of w, (Co) is to be intro- 
duced ; for the ray 1), (Do), etc. In these cases I designate 
for the ray 0 the corresponding r by (Cr) ; that for D, by (Dr), 
etc. Equation (V.) becomes, accordingly, in these cases, 

cos (0 tY ±v )=z — 


COS ( Dr )(tt = 


e . sin <Tzb j'(Do) 

— l 9 etc. 

£ 


If the incidence of the rays upon the grating is normal, 
sin and equation (V.) becomes 

, . zb vu) 

C0St( ± v > = •. 

€ 


Since in this case cos r= sin &, this is the equation (II.) de- 
duced directly from the experiments on page 47; therefore those 
experiments also confirm the theory. 

In any other medium than air I denote the index of refrac- 
tion, c.//., of the ray 0 by (Cm), of the ray D by (Dm), etc. It 
follows at once from the experiments on light diffracted indif- 
ferent media* that in the above equation (Cw) is to be replaced 

i (Cw) , (D(*>) j_ 

by J Uy/) l etc. 

* New Modification of Light, etc., p. 36. 
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If the unruled surface of a glass grating is covered with 
Mach resin varnish, which has nearly the same refracting power 
as the glass, then, as is well known, no light will he reflected 
from this side into the interior ot the glass, and only the ruled 
surface of the glass reflects light. It. light from an apparently 
very narrow opening in the window-shutter is incident upon the 
grating, and if, in the manner described, the light reflected from 
the ruled surface reaches the objective of the telescope, the phe- 
nomena are exactly the same ns it the light, at the same inclina- 
tion, had been transmitt ed thrmajh the grating ri:. y unsym- 
metrical spectra of the seen ad class are seen. The intensity of 
these spectra is also great enough to allow the distances of the 
different fixed lines to he determined with considerable accu- 
racy. I have made a great many experiments on those spectra 
arising from reflection at different angles of incidence, the de- 
tails of which 1 pass over. Equation (V.) represents all the 
results as satisfactorily as was to he expected. By the develop- 
ment, from the principles of interference, of tin* formula for the 
phenomena due to relleetion, the same expression is obtained as 
for transmitted light — viz,, without approximations, equation 
(III.). In this way, also, the theory is continued by experiment. 

It is most remarkable that fur a certain angle of incidence a 
part of one spectrum arising from relief tion consists of com- 
plekly polarized Utjht . This angle of incidence is very different 
for the different spectra, and, still more notably, even for the 
different colors of one and the same spectrum. With the. glass 
grating £ = 0. 0001 , (Kr) H is polarized— /. r. , the t/reen part of 
the first spectrum, if or.:~49 f * ; (Er)‘ HI \ or the green part, of the 
second spectrum on the same side, if <r;..dO ‘ ; dually, (Hr)* l \ or 
the green part of the first spectrum on the. opposite side of the 
axis, if <7=1)9°. If (Er) (fI) is completely polarized, the other 
colors of this spectrum arc not completely so. With (Hr) (H,) 
this is less the ease; and <r can he sensibly changed while this 
color remains polarized. For no angle of incidence is (Hr) *as 
(completely polarized as is (Kr) Hh . Wit h a grating in which * 
is greater than in this one, the angles of incidence must, he en- 
tirely different if the above-mentioned spectra are to he polar- 
ized!* 


*Ifc would bo premature to wish to deduce the law fur this phenomenon 
from a small number of observations. This can be done with certainty 
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is scon from equation (Y.) that, if £<(e.sin adhrto), 
Zl,) >h which is impossible. With normal incidence e must 
}ater than vto, if rW is to be visible — i.e., possible. If e is 
um to, no colored learn is any longer visible, however the 
ls incident; and there remains only the white light in the 
-viz,, cos r (o) =:sin er. This holds true for both transmitted 
sflectod beams,, because the equations are the same for both. 
to, r (,) would be 90°. If, therefore, a grating were made in 
• the distance apart of the centres of two of the parallel 
is smaller than to, no spectrum at all would be seen, only 
bite beam at the axis. 

cannot believe that the polishing, which is done ar- 
lly upon glass, etc., is mathematically perfect. If the 
l consists of unevennesses, which, in reference to their 
ices apart, are smaller than to, they are of no detriment 
her transmitted or reflected light,, and no colors of any 
could be produced by them. Further, there would be no 
3 of making these inequalities visible. * If the small ine- 
ues had an action on the light — e.g., by reflection accord- 
) the known laws — the rays would be scattered mostirreg- 
r , because the radii of curvature of these small uneven- 
3 must be very small, and any regular reflection would be 
isiblo. If a reflecting surface consists of unevennesses 
3 distances apart are smaller than to, no spectrum is pos- 
as has been said ; and light can be reflected only along 
vis. For this ray r=0; in which case equation (V.) gives 
rdinary lato of reflection — viz., cos r Co) =sin <r. This law 
ys, therefore, from interference, without the need of as- 

rom a large number of gratings with which e is widely different. 
,n these experiments it is not necessary for the fixed lines of the spectra 
Mainly seen, gratings can be made in which e is sensibly smaller than 
finest ones which I have used up to this time. It is not improbable 
le principles of interference will lead perhaps to a theory of the po- 
ion of light. This is neither the place nor the time (at present) for 
communicate my opinions on this matter. Fortuuately, other exper- 
j of another kind are possible, which seem to have bearing upon 
uestion ; yet they are of a most delicate nature, as are the greater 
f all the experiments on this subject. 

r e can conclude from this what it is possible for one to see through a 
scope. A microscopic object— e. g., one whose diameter is equal to 
hieli consists of two portions— cannot be recognized as consisting of 
arts. This shows us the limits of the power of a microscope. 
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sinning a repelling force perpendicular to the reflecting plane.* 
The fact that at greater angles of incidence mens light is 
reflected than at smaller ones follows just as simply and is in 
accord, with experiment. It is remarkable that aeeording to 
the exact formula (III.), at distances from the relleeting sur- 
face which ant not great in comparison with u> i.r at very 
short distances— the angle of reflection can he markedly dif- 
ferent from this angle of incidence. One can easily see by an 
accurate consideration of this equation that, at distances which 
permit one to make exact# observations this dilTercnee is too 
small to bo thought of ; therefore, the ordinary experiments 
for the determination of the law of relleetion can prove noth- 
ing against its deduction from tint theory of interference. 

It is seen, as a result of all the experiments with the differ- 
ent gratings, that the distances of the speed ra from the axis 
increase as the grating-space— t hat, is, becomes smaller ; and 
that, if the spectra are to he homogeneous, this * must remain 
constant throughout the whole grating. If these spares are. 
unequal, the larger * 'swill produce small spectra, the smaller Es 
large ones, which mingle with each according to tint degree of 
the irregularity. If the irregularity is very great, not. even het- 
erogeneous colors will ho seen ; and the light must la* white 
in the whole region, as experiment shows is the east*. It, is, 
nevertheless, interesting to know what phenomena would arise 
if the grating-spaces were unetfuttl in a m/tthtr manner i.r if 
the inequality of the distances, whatever it, is, is repented at. 
regular intervals. To this end 1 covered several pieces of 
plane glass with gold-foil, and upon them I ruled parallel lines 
whose distances a, part were unequal, hut unequal in various 
regular ways. I can give here in brief only a few of the 
results of these experiments, which must, besides, In* continued 
further. The spectra which are stum with a telescope* through 
this kind of a grating consist of homogeneous light ; and their 
fixed lines are recognized most, plain! y, so that their distances 
from the axis can be accurately measured. If tin* grating- 
spaces of a grating with periodic inequalities are denoted by 
4 e", etc., and if one of the identical portions, each of which 

* [si long ‘hole f ollom in which Fraunhofer uphold}* the trace throe *// against 
its rivals, lie sags it accounts for regular refraction , the colors of thin' platen 
and of mother-of-pearl, reflection from a rough surface, etc. | 
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ontains unequal t’s, is expressed by a + . . . ~J~P\ 

lien the results of the experiments are, that; with normal inei- 
.onco the distances of: tho different spectra from the axis are 
xpressed by the following* equation : 


sin S<-> = 


T7 n hi","” 

£ -J- £ -f- £ -j- 




In whatever manner the Fs follow each other in tho portion 
vhieh contains the unequal parts and which is represented by 
..ho division of tho equation, even if; some of tliom arc equal, 
;.hc equation remains always the same, provided only that those 
portions cannot he themselves subdivided into smaller identical 
portions in which the «’s succeed each other in the same man- 
mu* and same sense. This phenomenon, arising from gratings 
with periodic errors, is remarkable on account of the relative 
intensities of the different spectra, concerning which, however, 
no general statement can he made in a few words and without 
a figure. With some gratings of this kind, several spectra, or 
parts of thorn, may bo entirely wanting, or may have such a 
feeble intensity that they can be observed with difficulty, while 
the following ones again arc very intense. This has tho great 
advantage, that in this ease the fixed lines of those spectra can 
be observed which cannot be seen with, gratings whose grating- 
spaces, f, are equal, because they are covered by the neighbor- 
ing spectra. For instance, with no grating having equal c\s 
can d xn and F xn he seen ; but with a grating which has periodic 
errors, such (hat each portion consists of three a s differing 
from each other in the ratio 2f> : : *1-2, O xu , 1) XI1 , E xu , F xu may 

he seen so plainly that their distances from the axis can be 
safely measured. For with Hindi a grating the tenth and 
eleventh spectra are almost entirely absent. With this grating 
I saw even P XXIV , and saw it so plainly that its distance from 
the axis could he measured. Tho relation between the inten- 
sities of the different spectra depends upon the relation between 
the f’s which follow each other in any one portion, and this is 
in many eases very complicated.* Similar gratings with peri- 

* One can conclude from the experiments mentioned, as well as from 
others, that, many of these phenomena arc so complicated— at, least, iu till 
likelihood- that, they cannot well be described in a few words ; and I am 
for this reason forced to leave untouched much that might; be of interest. 
The further one goes in these experiments, so much the wider becomes Jhe 
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oclic inequalities are obtained if two different gratings— n\c. ? two 
in each of which £ is constant, hut. larger in one than in the 
other — are placed with their ruled faces together so that their 
lines are exactly parallel. 

[J. page concerning gratings with concentric circular rulings 
is here omitted .] 


Addendum Ocvnc kux i n<j the Sffdtua of /lames, Moon* 
and St a it Lining and the Klectiuc I il ( * I IT. 

As is well known, the prismatic, color-spectrum of the. light 
coming from a flame ( lamplight ) does not. show the dark fixed 
lines which are present in the spectrum of sunlight; instead of 
them there is in the orange a bright line, which is prominent 
above the rest of the spectrum, is double, and is at tin* same 
place where in sunlight the double line I> is Found. Tim 
spectrum obtained from the light of a flame which is blown 
with a blast-tube contains several prominent bright lines. Of 
still greater interest for optical experiments is the fact that, by 
skilful blowing of the flame, the light of the /rout half of the 
flame can be dispersed no further by the prism, and, conse- 
quently, is simple homogeneous light. This light, has, so far 
as I have investigated it, the same refrangibility as the 0 ray 
of sunlight. Simple homogeneous light which proceeds in all 
directions is, for known reasons, very diflieult to produce, and 
can never be obtained with prisms directly ; therefore this 
flame is of great use in many experiments. 

By means of the large electrical machine of the physical 
cabinet of the Royal Academy, 1 obtained a spectrum of the 
electric light , in which I recognized a greater number of bright 
lines than l had seen before with weaker light. 1 deter- 
mined the relative positions and intensities of the brightest of 
these. 

Ikhc light of the moon gave me a spectrum which showed in 

field which otters itself for new investigations. If is .greatly to In* regretted 
that Umy can bo repealed bo seldom by any one, owing to tin* fuel that they 
demand very large, and, in part, expensive apparatus, and also a groat deal 
of time. The fact that the sky must be most favorable makes one lose 
more time than would he believed, perhaps; which 1 had all the more be- 
cause the demands of business leave me only it few definite days hi the 
mouth which are free for these investigations. 
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the brightest; colors the same fixed lines as did sunlight, and in 
exactly the same places. 

To observe the spectra of the light of the fixed stars, and at the 
same time to del ermine the refrangibility of this light , I prepared 
a short time ago a suitable apparatus specially adapted to this 
end, the telescope belonging to it having an objective of 4 inches* 
aperture. 'With it I have obtained many interesting results, 
although the experiments are still far from being completed. 
The Hint-glass prism of this instrument has an angle of 37° 40', 
and has the same diameter as the objective. The angle which 
the incident ray makes with the ray emerging from the prism 
is about 20°, so that, if the refrangibility of the light of one 
star were to differ only slightly from that of another, the dif- 
ference could, be very easily detected. In order to measure 
with certainty this difference, in case such is found, I added a 
second smaller telescope, which is fastened to the larger one, 
and cuts it at an angle of about 20° — Ac., at the angle which 
the ray emerging from the prism makes with the incident ray. 
Two observers are needed : one observes the arrival of the star 
at the cross-hairs of the smaller telescope, which views the star 
directly, not through the prism; the other observes, through 
the larger telescope, the arrival of a portion of the spectrum of 
the same. star. This larger instrument has for this purpose a 
mierometer-scrow, whose movable edge is so placed by the ob- 
server, by means of the screw, that at the instant when the 
star passes the cross-hair of the smaller telescope, viewed di- 
rectly without the prism, one of the fixed lines of the spectrum 
coincides with the edge in the larger telescope. The microm- 
eter is left unchanged, and the instrument is then pointed at 
another star, concerning which one wishes to know if its light 
has the same refrangibility. If, at the instant when this star 
passes the cross-hair of the smaller telescope, the same color of 
the spectrum or the same fixed line arrives at the edge of the 
micrometer in the larger instrument, the refrangibility of the 
two kinds of light are the same. Since two observers arc nec- 
essary for these experiments, Herr Soldner bad the kindness to 
make them with me. These experiments are, however, to be 
regarded as only just begun; and I must make some important 
modifications in the instrument in order to obtain still greater 
accuracy and to save time in the observations. 

Up to the present we have found no fixed star whose light, 
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so fur as its rcfnuHjihilihl is concerned, is sensibly different 
from that of the phutris. When the fixed lines of the spectra 
are seen, plainly, one ean he certain with this instrument, to 10 
seconds ; and when the fixed lines cannot be seen, one can still 
be certain for the orange light io A minute. Since the total 
refraction through the prism is ‘2«i , a difference amounting to 

X • of the whole refraction could still he noticed with this in- 
1 > .{(> 0 .*1 , , . . , 
shmnumt, a difference winch even with the horizontal refrac- 
tion in the atmosphere did not amount to ] second. Up to this 
time, as is well known, some 1 astronomers have doubted whether 
the refraction tables for different stars should not he some- 
what different; therefore this dotiht seems to lu* removed by 
the experiment, noted. The continual i<m of this investigation 
will lead us, I hope, to more complete* knowledge. 

In order to see they/.m/ fi/irs of the different stars (with this 
large instrument.) the air must he most favorable - a condition 
which happens rarely to a sufficient extent. The spectra of 
the light from J furs and Vruus contain the same fixed lines as 
does sunlight, and in exactly the same, places, at least so far as 
the lines I), K, /y,*nml F are eonrerned, whose relative posi- 
tions can lie exactly determined. In the. spectrum of tin* light, 
from tfirius l could not distinguish fixed lines in the orange 
and yellow ; in the green, however, there is stum a very strong 
streak; and in the blue there are two other unusually strong 
streaks, which seem to be unlike'any of the lines of planetary 
light. We have determined their positions with the microm- 
eter. (Junior gives a spectrum which is like that of Sirius ; the 
streak in the green, in spite of the weak light, was intense 
enough forme to be abb*, to measure it; and l found it in (ex- 
actly the same place as it was with Sirius, I could also dis- 
tinguish the streaks in the blue; hut the light was too feeble 
to allow of measurement. In the spectrum of I'ulht.v I recog- 
nized many fixed lines which resembled those of Venus; but. all 
were weak. 1 saw the I) line quite plainly, in exactly flu* same 
position as with planetary light. CapclUt gives a spectrum in 
which, at the places I) and b f the same fixed lines are seen as 
in sunlight. The spectrum of !>rfeh/rit.r j a Orionisj contains 
countless fixed lines which, with a good atmosphere, are sharply 

* The line b lies in the green, between 1*1 ami F ; it consists of three 
strong lines, two of which are nearer than the third. Her previous papers. 
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dHinod ; and, although at first sight it seems to have no resem- 
blance to the spectrum of Venus, yet similar lines are found 
in the spectrum of this fixed star in exactly the places where 
with sunlight l) and h come. Some lines can be distinguished 
in the spectrum of Procyon; but they are seen with difficulty, 
and so indistinctly that their positions cannot be determined 
with certainty. I think I saw a line at the position D in the 
o ran g<n 

Munich, July 14, 1823. 


d OSH nil Fraunhofer was horn in Straubing, near Munich, 
March (>, 1787, and died in Munich, June 7, 182G. His father 
was a master glass-workman, and at the age of twelve he was 
apprenticed to a glass-polisher in Munich. In 1806 he became 
the optician man optical-mechanical institute in Benediktbeu- 
em. While there he invented new methods, machines, and 
measuring instruments to perfect the construction of achro- 
matic lenses. In the course of this work lie was led to the dis- 
covery of the lines in the solar spectrum which hear his name. 
Willi the aid of a prismatic-objective telescope he studied the 
sped ra of the moon, the planets, and some of the stars. These 
results were presented to the Royal Academy of Sciences of 
Bavaria in 181.4 and 1815, and were published in 1817, imme- 
diately after which he was elected a Member of the Academy, 
lie returned to Munich to live in 1819, where he was engaged 
in the manufacture of optical instruments. In 1821 he pub- 
lished his experiments on diffraction through one or more 
openings, and on the spectra obtained by gratings. In 1823 
this paper was continued by further experiments with glass 
gratings and by measurements of the wave-length of various 
solar lines. In 1825 appeared liis memoir on halos, mock-suns, 
and allied phenomena. In the later years of his life he was ap- 
pointed Royal Professor, and received numerous honors both 
from Bavaria and from foreign lands. Tie was buried in a 
plot of land given by the city of Munich for the purpose. His 
tomb boars the simple inscription, “ Ajtproximcmt sidera 



A Method ok Examining Refractive and Dispersive 
Powers by Prismatic Kefeection. 


By WILLIAM 1IYBK WOLLASTON, M.D., P.U.S. 

Read June 21, 1N02. Philosophical Transactions, I.N02. 

[/I, method is described which is bused a pup the principle of 
total reflection ; and the results of experiments upon carious solids 
and liquids arc (jinn. Then follows a brief discussion if the 
number of distinct colours in the solar spectrum. 77/e author's 
ideas are based upon the fidtowi/aj experiment . j 

If a beam of daylight ho admitted into a dark morn by a 
crevice 2 V of an inch broad, and received by tin* eye at a dis- 
tance of 10 or 12 foot., through a prism of Hint-glass, free from 
veins , hold near the eye. Hie beam is seen to bo separated into 
the four following colours only — rod, yellowish green, him*, and 
violet, in the proportions represented in Kig. M. [Omitted, | 

The line A flint hounds the red side of the spectrum is 
somewhat confused, whirh seems in part owing to want of 
power in the eye to converge rod light. The line B, between 
red and green, in a certain position of the prism, is perfeetly 
distinct ; so also are Band K, the two limits of \ inlet. P»uf (•, 
the limit of green and blue, is not so cdeitrly marked as the 
rest., and there are also on each side of this limit other distinet 
dark lines—/' and //-—either of whirh, in an imperfect experi- 
ment, might ho mistaken for the houndary of these colours. 

The position of the prism in which tin* colours an* most clear- 
ly divided is when the incident light makes about equal angles 
with, two of its sides. I then found that the spaces AIL BC, 
01), BE, occupied by them, were nearly as the numbers 1(5, 

2a, an, 25. 

Since the properties of these colours to each other have been 
supposed hy Dr. Blair to vary according to the medium by 
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which they tire produced, I have compared with this appear- 
ance the coloured images caused by prismatic vessels containing 
substances supposed by him to differ most in this respect, such 
as strong but colourless nitric acid, rectified oil of turpentine, 
very pale oil. of sassafras, and Canada balsam, also nearly colour- 
less. With each of these I have found the same arrangement 
ot these four colours, and, in similar positions of the prisms, as 
nearly as I could judge, the same proportions of them. 

.But when the inclination of any prism is altered so as to in- 
crease the dispersion of the colours, the proportions of them to 
each other are then also changed, so that the spaces AC and 
( IK, instead of being as before, 39 and 61, may be found altered 
as far as 42 and 58.* 

By candlelight a different set of appearances may be distin- 
guished. When a very narrow line of the blue light at the 
lower part of the flame is examined alone, in the same manner, 
through a prism, the spectrum, instead of appearing a series of 
lights oC different hues contiguous, may be seen divided into 
live images at a distance from each other. The first is broad 
rod, terminated by a bright line of yellow; the second and 
third are both green ; the fourth and fifth are blue, the last of 
which appears to correspond with the division of blue and vio- 
let in the solar spectrum or the line D of Fig. 3. 

When the object viewed is a blue line of electric light I have 
found the spectrum to be also separated into several images, 
but the phenomena are somewhat different from the preceding. 
It is, however, needless to describe minutely appearances which 
vary according to the brilliancy of the light, and which I can- 
not undertake to explain. 

Wo Uj aston was born in Norfolk shire, August 6, 1766, and 
died in London, December 22, 1828. He discovered the two 
elements palladium and rhodium, and invented a process for 
rendering platinum malleable, lie is best known, perhaps, for 
his invention of the various instruments named after him — the 
reHeeting goniometer, the cryophorus, a microscopic doublet. 


* [A note on the existence of the infra-red and the ultra-violet spectra .] 
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